SECTION 5, 5-1 


(5) Memory channels & banks 


It is convenient to store commonly used frequencies into a memory channel along with mode etc, this 
saves having to key the data in over and over again. Memory read is very straightforward and quick 
when compared to retyping all data. 


5-1 Memory channel overview 


Think of memory channels as pages in a notebook each of which is numbered to identify it. Data may 
be written to each new page (memory channel) and each page may be overwritten with new data, they 
can be used over and over again. The AR8600 has 1,000 memory channels in addition to 10 ‘quick 
memory’ channels and a priority channel. 


Each memory channel may hold: 


one frequency 
receive mode 
tuning step 
step-adjust 
frequency offset 
attenuator setting 
noise limiter status 
AFC status 

pass status 

write protect 


text comment of up to 12 characters 


The alphanumeric comment may be used to ease identification at a later date and to provide text search 
facilities. 


The 1,000 memory channels are divided into 20 banks, each initially having 50 channels. The memory 
banks are identified by letters A, B, C, D, E, F, G, H, |, J (upper case letters) and a, b, c, d, e, f, g, h, i, j 
(lower case letters) and initially numbered from 00 to 49. 


Examples are “A00” for the first channel location in memory bank “A” and “A49” for the last memory 
channel in memory bank “A”. “e15” is the location of memory bank “e” (lower case) channel “15”. 


During the manufacture and testing of the receiver, various test frequencies may be entered into the 
receiver's memory banks so the memory locations may not be completely blank. 


(Note: Where memory channels and banks are empty the indication “- - -” is often displayed. 


The stored data may be quickly and easily recalled, changed or deleted using the memory recall, edit 
and delete facilities. 


Note: It is suggested that one or two frequencies be held in each memory bank 

to make the recalling and scrolling of memory banks fluent, if no data is stored, the 
AR8600 may take up to 5 or 6 seconds to respond when attempting to change memory 
bank while the CPU checks for data. 
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Auto-store 

When shipped from the factory, memory bank “J” is reserved for auto-store of memory channels 
from search mode. This is a useful facility to quickly build a list of active frequencies. Please refer 
to section 8-7-5 of this manual for further information regarding AUTO-STORE. 


Dynamic memory bank resizing 

The lettered memory banks are regarded as a ‘pair’ making a total of 100 memory channels per bank, 
initially equally divided between the upper and lower case letters. It is however possible to reallocate 
the 100 channels in blocks of 10 channels between the same letters A/a, B/b, C,c etc This means that 
the initial 50/50 may be reallocated as 60/40, 70/30, 80/20, 90/10, or 10/90, 20/80, 30/70, 40/60. This 
‘dynamic’ memory reallocation can be useful to optimise the memory layout where a large or small 
collection of frequencies need to be monitored without unnecessarily wasting memory banks with just a 
few channels occupied. 


Write protect 
It is possible to write protect individual memory channels to prevent accidental deletion, whole memory 
banks and a ‘global’ write protect facility are also available. 


Memory backup 
The data contents of memory and search banks are held in an flash-ROM so that no backup battery or 
capacitor is required for memory retention. 


(Note: When the AR8600 is switched OFF, all VFO data will be automatically stored. 
Should the NiCads (or dry batteries if in use) become completely exhausted, the last stored 
memory channel or last VFO data ‘may’ be lost if the AR8600 is not powered-down using the 


key and insufficient power is available to save the data. 


5-2 Storing VFO frequencies & data into memory 
It is possible to save frequencies to the ten quick memories for simple recalling but for longer-term 
storage, the 1,000 main memory channels offer a better and more flexible system. 


The process to save a displayed VFO frequency to memory is as follows: 


a) In VFO mode, select the required frequency, mode, attenuator etc 


b) JRESS.-> to initiate memory write 

c) Use the keypad, main dial or => tt 2 keys to select the desired memory location 
(BANK and CHANNEL) 

d) Add a text comment (optional) or delete an existing comment 

e) Add memory channel write protect (optional) 

f) Exit the menu to save the data to the specified memory location 


Lets assume that you wish to store the frequency of 123.500 MHz 
(with the attenuator off, noise limiter off, AFC off) into memory bank 
“E” location “25” (E25) while in VFO mode with the text comment of 


“AIRBAND”. If a mistake is made during programming, 2 ISHS" 
the (I FAR] key to abort entry and return to 2VFO mode. AUT 
ZSWFO AM 25.8k 


a) Start by selecting VFO mode then key in the frequency of 
123.500 MHz, “mode and step size” are set to the default auto 


“AUT” - if not use the key sequence TISHE ee 145.8869 


PRESS ee 
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SECTION 5-2 


2 ISHS" to place the AR8600 into VFO mode. 


“ISHS” TAC) HE BL) PUSH” Ba) HE Aa) UH 
2 ISHS" to select the desired frequency, the mode and step size will be automatically set by 


the AR8600 microprocessor. 


b) FRESS..> the key for more than one second to enter ‘memory input’ mode. 


One line up from the bottom of the LCD will be the legend 


“M-WRITE?’ with the highlight cursor positioned to the left of the 
bank identification letter such as “j”. The microprocessor will ; 
automatically select the youngest free memory location. AM 25.6k 


ot JAA 
c) You may change the bank identifier at this time by pushing the 123. 5088 
© > keys or by typing in a three digit memory location using the 145.8608 
numeric keypad. 


You will notice that to the right of the keypad numbers, there are 
small orange letters which are bank identifiers, available memory 
locations are A- J and a - j. Key 1 is “A”, key 2 is “B” etc, ignore 
the letters K - T as these are used in search mode only. The lower 
case bank identifiers may be accessed pushing the CASE SHIFT SUF OC 


Key U-A 


Remember, if you take too long entering data (90 seconds) 
the display will revert to it’s original condition of 2VFO mode, 
if you are selecting the memory location via a three digit 

key sequence, you only have 2 seconds before the keypad 
times-out! 


Assuming that you wish to store 123.500 MHz into “E25” SHS | 2UFO AM 25.6k 


to select bank “E” then select the channel, ISHE U-A i 24, . TAR 
2 SHG for “25”. If any data is already stored M-WR IT Es. E25 


in location “E25”, the bottom line of the LCD will flash with the 
stored frequency. You may accept & store the data (by pushing 


or add a text comment at this point (see below). 


d) To add the text comment “AIRBAND", JSH" J thenuse the | 2WIFO AM 
main dial to select the text and the © > keys to move position of LI-A 


text input. M-TEXT ‘ 
A maximum of 12 characters may be added to each memory TFr-KBA No” 
channel, it is recommended that a minimum of three be used for 4 
efficient use of the text search feature (a minimum of 2 characters 

are required for text search). Refer to section 12 of this manual for 

details of text search and section 13-2 for short cut text input). 
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= 
If the memory location has been used previously and a text comment is displayed, 2 ISHS" to 
delete the existing comment. 


Note: It is possible to use keypad short cuts to select text characters, please refer to 
section 13-2 of this manual for further details. 


You may accept the new frequency and text comment “AIRBAND” by pushing or you may add 
memory channel write protect (see below). 


i ISHS" 2 i 
e) To add the memory channel write protect, “u to access the “PROTECT” menu, the default is 


off. ISHE to toggle the status to “ON”. 
i ied location, PISHE” splay wi 
To accept the input and store the data to the specified location, “= CENT } The display will 


revert to 2VFO mode. 


(important note: It is suggested that you do not use the write protect facility until you are 
familiar with the operation of the AR8600 as it will prevent certain functions being carried out 
at a future time. 


5-2-1 Another example of memory write 


Let’s assume that you wish to store the frequency of 433.000 MHz auto-mode into memory location 
“d10” with the text comment of “70cm”. 


a) ISH" to place the AR8600 into VFO mode 
2 ISHS" ISHS" ISHS 2 ISHS" to select the desired 


frequency. 


b) FRESS.> to initiate ‘memory input’ mode. 


c) Select the bank by pushing the <1 = keys and using the main dial for channel number, or by typing 
in a three character memory address using the numeric keypad. 

| i into “a10” PISHE | 
Assuming that you wish to store 433.000 MHz into “d10” ~. which acts as the CASE 
SHIFT key to select the lower case banks then 7 ISHS" to select bank lower case “d”. Next 


select the channel ~/SH@" 2 ISHS" for “10”. If any data is already stored in 


location “d10”, the bottom line of the LCD will flash with the stored frequency. 


You need to carry out this key sequence fluently within 2 seconds or the bank location will time out. 
The 2 second time out does not apply when the bank and channel are selected using the main dial 
and © > keys. 
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To recap: 


"SHE" (Aa)? SHS" TON) SHS Ta) SKF OI) 


Once the three digit memory location has been selected, the 2 second keypad time-out does not apply 
to the rest of the sequence. 


“Toom, IHG nai 
d) To add the text comment “70cm”, “u 4 then use the main dial to select the text and the 


© > keys to move position of text input. To accept the new frequency and text comment “70cm”, 


7 ISHS" CENT }. if you wish to add write protect 7 ISHS" Ç to access the PROTECT menu. 


Note: If the memory location has been previously used and a text comment is displayed, 


2 ISHCS * to delete the existing comment. 


e) In the write protect menu, 2 ISHS to toggle the status 
to “ON”, the default is off. p ee 

SUPFO AW zs 
To accept the input and store the data to the specified location, 


ea 122.: 


2 SHG (ENT }. The display will revert to 2VFO mode. M-WRITE, 
FEOTECFR- 


5-2-2 Automatic memory allocation 


When you 2RESS.:> to start the memory write sequence, the AR8600 will initially offer the first 
available empty memory location which has no data stored in it. ISHS" to accept the 


channel offered or choose another location as described in the previous sections. Alternatively you may 


2 ISHS" the key to add a text comment then complete memory write by pushing CENT } If the 


AR8600 has to look through many full memory channels before an empty channel is located, the 
message “MEM WRITE SEARCH BLANK CH” may be briefly displayed. 


5-3 Memory write protect 


As indicated in section 5-2, it is possible to write protect memory contents to ensure that important 
memory channels are not accidentally overwritten. It is important to remember that by write protecting a 
memory channel, it may prevent certain facilities from being used (such as over-writing the memory 
channel or copying / swapping memory data to it). 


The memory protect status may be assigned as the last stage of memory write (as per section 5-2 of 
this manual) or toggled on/off using the memory channel EDIT facility, refer to section 9-6 of this manual 
regarding memory channel EDIT facilities, in particular MEMORY PROTECT. 


It is also possible to write protect a whole memory bank, this prevents accidental deletion of data when 
resizing memory banks. 
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The memory bank write protect may be toggled on/off using the SCAN environment menu accessed by 


the key sequence */SHG?* TRESS. followed by four pushes of the 4) key. 
2 ISHS" the to toggle bank select on/off and 2 ISHS" to accept the changes and 


exit the menu. Please refer to section 7-8-6 of this manual for details on MEMORY BANK write 
PROTECT. 


Note: Memory channel write protect prevents accidental over-writing and deletion of specific 
memory channels but does not prevent loss of data due to memory resizing or when using the 
optional external memory slot card. 


5-4 Memory read “M.RD” 


Once frequency and mode data has been stored into a memory location, its retrieval is quick and simple. 


Let’s assume that you wish to retrieve the frequency of 123.500 MHz which has been programmed into 
to memory “E25” during an earlier example in the preceding section 5-2 of this manual. 


a 
2 ISHS" SCAN ] to place the receiver into memory read mode, the legend “M.RD” appears toward 


the top left of the LCD to confirm operation. The AR8600 will monitor whatever memory channel first 
appears when you enter memory read. 


The AR8600 will display memory channel, mode, frequency, tuning step, text comment (if one was 
used), attenuator status, noise limiter status and AFC status. The memory channel last used (for 
memory write or recall) will initially be displayed, If the desired memory channel is not immediately 
displayed it may be recalled by keying in the required three digit location. 


To recall memory channel “E25” 2 ISHS" 2 ISHS" 2 ISHS" 


Example of meron tad (there is no need to push enter). 


: The “BANK/CH SEL” legend automatically appears 
e ee when the first key is pushed to remind you that you 
are recalling memory channels in memory read 

mode. Keypad memory recall requires a three digit 

‘Receive location, one letter for the bank and two numbers for 

frequency the channel. If you hesitate for more that 2 seconds 
while recalling memory channels via the keypad the 
sequence will time out, for more leisurely memory 
recall use the © > ft 4 keys. 


Memory ch number 
Memory channel read 


To recall memory “b06” the CASE SHIFT key needs to be used to access the lower case bank, 


2 ISHS" 2 ISHS" 2 ISHS" 2 ISHS" (there is no need to push 


enter). If you attempt to recall a memory which has no valid data (because it is blank) the next valid 
memory channel will be displayed instead. Blank memory channels are ignored. 
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5-4-1 Memory channel review / hunt 


From VFO mode 7 ISHS" (SCAN) to enter memory read “M.RD” mode. 


The main dial may be rotated or the t { keys pushed to review, hunt for and select memory channels 


one by one, channels with no data stored will be skipped. 2 ISHS" the & > keys to move between 
memory banks one by one. 


(important note: It is suggested that each memory bank be : Ti S 

programmed with at least one memory channel otherwise the a r n: 

AR8600 may appear slow or sluggish when recalling banks a) (hei 

as the CPU has to check all memory channels for valid data, this is - =E 

particularly noticeable if jumping between bank “A” and “j” F. Pea 
pi 


(opposite ends of the AR8600 memory map). 
ETE, ; 
hi 
E i 


Memory read using the main dial and € > î & keys is useful for reviewing 
memory contents and hunting for a specific channel if you forget where you 
stored it! Should you know the number of the required memory channel, the 
keypad method of memory recall will be much faster. The AR8600 will 

monitor whichever memory channel is displayed in memory read “M.RD” | 
mode. val 


It is also possible to hunt for memory channels using the TEXT SEARCH 
facility, please refer to section 12-2 of this manual for further details. 


5-5 Deleting memory channels 


It is possible to over-write a memory channel with new data, edit the contents of a memory channel or 
i i ISHE 
delete the channel entirely. When in memory read mode, use the key sequence “u FUNG 


7 ISHS" to access the “MEM DELETE” menu. The LCD menu invites you to “PUSH ENTER” 


to delete the current memory channel, 2 ISHS" to delete it or 7 ISHS" (CI FAR) to abort. 


When deleted, the AR8600 increments to the next memory channel which contains data. It is also 
possible to delete whole memory banks in one go using the DELETE menu. Please refer to the 
section 10-3 of this manual relating to memory bank DELETE options. 


5-5-1 Memory channel editing 


It is possible to copy, move, swap and edit memory channels to assist the management of data. 
Please refer to section 9 of this manual regarding the EDIT menu. 
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5-5-2 Adding text names to memory banks 


To assist with memory management and identification, memory banks can be named. The SCAN BANK 
menu is used to add or edit memory bank names. 


To access the SCAN BANK menu 7 SHS” (FUNC) ARES.’ (ECAN). The LCD will initially display 


the legend “M-BANK”, the currently selected memory bank ‘pair’ (i.e. D/d or A/a or C/c etc) and the 
current size allocation for the bank displayed i.e. B:50 b:50 for memory bank “B/b” with the allocation 
of 50 channels for “B” and 50 channels for “b”, this split of 50/50 being the default. 
Use the main dial, < > keys or numeric keypad to select the required bank you 


wish to add a name to. */SHG¥" the J key to move to the “BANK TEXT” menu. 


Use the ft & keys to move between upper and lower bank identifiers, add text 
using the main dial and = => keys or use the keypad. To save the data and exit the 


menu JHF (ENT) 


5-6 Transfer of memory channel to VFO 


While in memory read, should you wish to tune away from the memory channel and benefit from not 
having to re-enter the frequency, mode etc, the data may be quickly transferred from memory to ‘VFO’ 
mode. 


To transfer memory channel data to VFO simply 2 ISHS" CENT } The LCD will display the legend 


“VFO” along with receive frequency, receive mode, tuning step size and other relevant information such 
as attenuator, noise limiter and AFC status. You may monitor the frequency or tune away from it using 
the main dial or = > î & keys. 


5-7 Dynamic memory bank resizing 


The lettered memory banks are regarded as a ‘pair’ making a total of 100 memory channels per bank, 
initially equally divided between the upper and lower case letters. For example memory bank “A” will 
have 50 channels numbered from 00 to 49 (A00 - A49) and memory bank “a” will also have 50 channels 
numbered from 00 to 49 (a00 - a49) making a total of 100 channels. 


It is possible to reallocate the 100 channels in blocks of 10 channels between the same letters A/a, B/b, 
C,c etc This means that the initial 50/50 may be reallocated as 60/40, 70/30, 80/20, 90/10, or 10/90, 
20/80, 30/70, 40/60. This ‘dynamic’ memory reallocation can be useful to optimise the memory layout 
where a large or small collection of frequencies need to be monitored without unnecessarily wasting 
memory banks with just a few channels occupied. 


The SCAN BANK menu is used to customise many features including memory bank resizing. 


To access the SCAN BANK menu 7 ISHS" PRESS. (SCAN) 
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The LCD will initially display the legend “M-BANK’” , the currently 
selected memory bank ‘pair’ (i.e. D/d or A/a or C/c etc) and the 


current size allocation for the bank displayed i.e. A:50 a:50 for AUT 
memory bank “A/a” with the allocation of 50 channels for “A” and z dn ANT 
50 channels for “a”, this split of 50/50 being the default. Use the f; N-BAHE Ae = 
main dial, <= > keys or numeric keypad to select the required Ā H4aF754Ug9 


bank for resizing. “JSH the & key to move to the 


“BANK TEXT” menu where a text comment may be added 
(optionally) to ease identification of each bank (use the tt % keys 
to move between upper and lower bank identifiers). 


ASE 


SHG the ț key to move on to the resizing menu. The LCD will display the upper and lower case 


identifiers on the same line with the current default allocation of 50/50 channels per bank. Use the main 
dial or = => keys to reallocate the channels in increments of 10 channels (60/40, 70/30, 80/20, 90/10, or 
10/90, 20/80, 30/70, 40/60). 


Note: If you resize a memory which currently contains 50 channels to a new size of 10 
channels, the last 40 channels will be deleted and data will be lost! Potentially when you resize 
memory banks, programmed data may be lost so it is suggested that you carefully organise 
your memory data before resizing memory channels. Individual memory channel protect will be 
ignored but if a whole memory bank is protected, resizing will be inhibited. 


i izing value JSH? 8 to ai i 
After selecting the resizing value “~ to display the memory sorting menu, the legend 
“MEM SORTING” will be displayed, the following lines confirm the current and proposed memory bank 


E 
sizes. 7 ISHS" to initiate the resizing process. The LCD will clear except for the words 


“MEM SORTING !!” with the exclamation marks flashing to indicate that the sorting process is in 
operation... this can take several minutes depending upon the amount of data held in memory. 
After sorting, the display returns to its previous condition (before the SCAN BANK menu was accessed). 


(important note: Memory sorting can take several minutes, do not switch the AR8600 off, 
disconnect power, remove batteries or allow the batteries to fail during memory sorting or data 
corruption may occur. 


(6) Priority operation 


The PRIORITY feature enables you to carry on scanning, searching or monitoring while the AR8600 
checks a frequency taken from one of the 1,000 memory channels (A00 default) every 5 seconds 
(default) for activity. 


The priority checking is accomplished by momentarily moving to the priority frequency to see if it is 
‘active’. If activity is found, the receiver remains on the frequency until the signal disappears. If no 
activity is detected, the receiver returns to the VFO frequency, scan channel or search bank from where 
it originated. The priority facility has a large number of applications and is particularly useful for keeping 
an eye on a distress frequency while scanning or searching another frequency band. 


Note: Depending upon the frequency and mode stored as priority, an audible 
‘click’ may be heard when the priority facility is in operation. This is quite normal and 
is caused by the internal switching of circuitry necessary to accomplish the frequency 
change as two frequencies cannot simultaneously be monitored by the receiver. 
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(Note: The priority mode is automatically suspended during entry of frequencies via the 
keypad, this prevents the receiver from changing frequency while you are busy programming. 
Priority operation is disabled when the band scope is in operation. 


6-1 Engaging PRIORITY channel 


Once engaged, the default channel used for PRIORITY is “A00” and the frequency contained is checked 
for activity every 5 seconds. 


First ensure that there is data stored in memory channel “A00”. 


To engage the priority facility 7 ISHS" 7 ISHS" (4 DK} this may be carried out while in 


SCAN, SEARCH or VFO modes. The legend “PRI” is displayed in the top left hand corner of the LCD to 
indicate that PRIORITY IS ENGAGED (switched on). 


If activity is encountered on the priority channel, the AR8600 will stay on the priority frequency until the 
transmission ends (and the squelch closes) after which time the priority frequency will be checked for 
activity every few seconds. 


Prigrity Receiving the signal 
channel | 
check J j 
_| t ' 
Original Signal has stopped Orginal frequency 
frequency 
Interval time Delay time 


Note: Once priority has been activated, the data contents of the memory channel used 
(default A00) may be altered without affecting the data used for PRIORITY operation which is 
stored separately and assumes an identity of its own irrespective of the data contents of 
memory A00. 


Should you subsequently wish to alter the priority data, you 
will have to use the “PRIO SET” menu detailed in section 6-2-1 
of this manual. 


FRIDO HF 
To cancel priority operation ISHCS" (Func ) e SHG" HER 145.9000 
(which acts as a toggle), the legend “PRI” will be removed from z A 
the LCD. i44 HAÄĦEAHD 


6-2 Changing PRIORITY channel data 


The default channel used for PRIORITY is “A00” and the frequency copied from this channel is checked 
for activity every 5 seconds. You may select a different memory channel from which the data will be 
copied or may vary the sampling time for priority activity checking. 
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This is accomplished by using the “PRIO SET” menu accessed by 
the key sequence “JSH IRES: S (4 DK } 


I y x ` 
The legend “PRIO SET” appears on the top line of the LCD to TEE PRIOQ SET 
confirm selection. ie 


Ei? 145.88aR 
44M HANBAND 
INTERVAL Ss 


6-2-1 Changing the priority channel data pickup channel 


Should you wish the priority channel to use data contained in another memory location, access the 


“PRIO SET” menu using the key sequence 7 ISHS” (FUNC) ARESS.-> (4 DK}, the legend 


“PRIO SET” appears on the top line of the LCD to confirm selection. 
Select the new location for data pickup by the priority channel, use the main dial to move through the 


memory locations one at a time or use the © > keys to move between banks, alternatively quickly key 
in a three digit memory location via the keypad. 


For example, select memory location “A23” using the key sequence 2 ISHS" 
2 ISHS" (PBL) SHS" (Sow) 


The priority interval time menu may be accessed using the 2 key or 2 ISHS" to exit the menu. 


The newly nominated channel data will be used for priority monitoring. 
Note: If you attempt to nominate a channel which contains no data, the input will be 
ignored and the previously used data will continue to be employed. 

6-2-2 Changing priority interval time 


Should you wish to check the priority frequency more or less often, the sampling time (interval) may be 


set using the “PRIO SET” menu. Use the key sequence ~/SH@" TRESS. to 


” menu. FISH . input fi 
access the “PRIO SET” menu. “u the & key to move the cursor to the “INTERVAL” input line. 


Use the main dial to vary the interval time in increments of 1 second, the < > keys may be used to 
vary the interval time in increment of 10 seconds. Priority time may be varied between the range of 


1s to 99s. 2ISHCS the key to act as a short cut to 5 seconds (default). 


The more often you check the priority channel, the greater chance you have of ‘catching’ activity, 
however the greater the interruption to normal monitoring. 


2 ISHS" to accept the input and exit the menu. 


(Note: Priority interval time is also used for VFO SCAN timings. 
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(7) SCAN - scanning memory channels & banks 


The AR8600 has a SCAN mode whereby the contents stored in the MEMORY CHANNELS ARE 
AUTOMATICALLY RECALLED AND MONITORED very quickly for activity - scanned. 


* It is important that you do not confuse SCAN and SEARCH modes. * 
SEARCH mode (covered later in this manual) automatically TUNES THE RECEIVER 
THROUGH ALL FREQUENCIES between two specified frequency limits 
looking for active frequencies. 


7-1 SCAN - outline introduction 


During SCAN, the AR8600 automatically recalls each memory channel which contains data in numeric 
order and monitors it looking for activity. When an ‘active’ memory channel is located (when a signal is 
found and the squelch is open) the AR8600 will temporarily stop scanning. 


At default when shipped from the factory, the AR8600 will remain on the active memory channel until 
the received signal disappears and the squelch closes. The CPU will then wait a further 2 seconds in 
case a reply is audible (such as aircraft and air traffic communications) and will then resume scanning 
the memory channels again. 


If the tt & keys are pushed or the main dial rotated (while scanning or when stopped on an active 
channel), the receiver resumes scanning in the direction of the arrow key or rotation. This is particularly 
useful for taking a second look a channels which have just been scanned. 


Additional facilities available in SCAN 


Memory banks may be “LINKED” and “UNLINKED” to effectively make larger or smaller groups of 
memories which may be scanned together. 


“PASS” may be used whereby memory channels can be skipped when not required (such as when 
permanently busy), they may be easily reinstated at a later time. 


“AUTO STORE” reserves memory bank “J” so that active frequencies found while conducting a 
SEARCH may be automatically written to memory. This is a useful tool for compiling an activity list of 
rarely used frequencies especially when unattended. Refer to section 8-7-5 of this manual for further 
information relating to auto store. 


It is possible to alter the sequence of scanning events using the SCAN ENVIRONMENT menu. There 
are several scanning parameters which may be changed to suit your preferences and requirements 
DELAY, LEVEL, VOICE, FREE & MODE, it is possible to mix combinations of all parameters. 


7-2 SCAN considerations 


It is presumed that you have already stored your favourite and commonly used frequencies into the 
memory banks (as per section 5-2 of this manual). 


A total of 1,000 memory channels are provided which are divided into 20 banks, each (at default) having 
50 channels. The memory banks are identified by letters A, B, C, D, E, F, G, H, |, J (upper case letters) 
and a, b, c, d, e, f, g, h, i, j (lower case letters) and numbered from 00 to 49. 


62 


SECTION 7-2, 7-3 


When in SCAN MODE, the memory banks are referred to as “SCAN BANK A”, “SCAN BANK B”, 

“SCAN BANK ? etc rather than using the full title “SCAN MEMORY BANK A”, “SCAN MEMORY BANK 
B” etc. This terminology has been employed to make the explanation of and referral to SCAN MEMORY 
BANKS (SCAN BANKS) less long-winded. 


When shipped from the factory, memory bank “J” is reserved for auto-store of memory channels from 
search mode so may already have frequencies stored. 


Keep your memory banks tidy - for best scan speed 

In order to achieve the maximum scanning speed, it is advisable to keep all similar frequencies and 
modes grouped together within the memory banks. The greater the frequency change between memory 
channels, then the further the receiver’s VCO (Voltage Controlled Oscillator) has to travel and the 
slower the scan rates. Similarly, wnen many changes of mode are called, more switching has to be 
accomplished and the scan speed may be reduced. 


Memory channel data may be entered in duplicate into several channels. This will ensure the 
channel data is scanned more frequently to increase the chances of activity being detected. 


Limitations of SCAN mode 
Should a number of different modes and wide range of frequencies be used, then the SCAN process 
may be affected by noise or differences in squelch characteristic on some frequencies and modes. 


To help provide the best operation of SCAN, additional facilities have been provided (configurable via 


the SCAN ENVIRONMENT menu). Should you listen to noisy frequencies or bands containing carriers, 
make liberal use of the AUDIO, LEVEL and FREE scan facilities. 


7-3 Starting to SCAN 


Presuming that some memory channels are programmed with (sped FO 
data, to start the scan process will take one or two pushes of the 


SCAN ] key depending upon which operating mode is currently 
employed (in VFO and search mode the first press accessed memory read):- 


Memory read mode “M.RD” 7 ISHS" (scan) 
VFO mode “VFO” or “2VFO” 2 ISHS" 2 ISHS" 
Search mode “SRCH” ISHS" 2 ISH" 


The legend “SCAN” is displayed toward the top left of the LCD to indicate that the SCAN process has 
been started, a bank letter will also be displayed representing the current bank. Ensure that the 
squelch control is advanced clockwise to threshold point so that background noise is cancelled 
and the squelch closes (otherwise scan will not operate). 


Example of SCAN 


Scan in action 


Memory bank name 
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SECTION 7-3, 7-3-1, 7-4, 7-5 


When SCAN has been selected, only the currently displayed memory bank WHICH CONTAINS DATA 
will be SCANNED (as bank link is default off), receive mode and frequency are unimportant. Any 
memory channels which contain no data (empty) will be ignored (skipped). 


7-3-1 Transfer of active memory to VFO 


When the scan process is paused on a busy channel, 2 ISHS" to transfer the current memory 


frequency to VFO where it may be monitored. 
Example of SCAN 
7-4 Selecting a scan bank 


The memory bank identifier (such as “A”) will be 
displayed on the left of the LCD under the legend 
“SCAN”. If more than one memory channel is 
programmed into the current memory bank the 


channel numbers will be changing. Pi 
When an ‘active’ channel has been located y 
(busy, so the squelch opens) the scan process will SCAN Memory bank name 


temporarily pause on the active channel, the memory 
location (such as “A03”) will be displayed along with 
any accompanying text (displayed underneath Example of SCAN ‘when stopped 
the memory location). 

Receive 
To select another mode -- - 
memory bank for 
scanning, use the Memory ~~... 
& > keys or channel number fi 


2 ISHE the Memory — - 


channel name 


Receive 
frequency 


corresponding 

letter on 

the keypad from A to J, 
for lower case banks 


2 ISH the 


CASE SHIFT key first. 


If no data is available, the next bank with valid data will be recalled (empty memory banks are skipped). 


To scan more that one memory bank at a time, please refer to the scan bank linking section 7-7 of this 
manual. 


7-5 Channel PASS 


When scanning, you may encounter active memory channels which you do not wish to currently monitor. 


It is possible to manually force the scan process to continue by pressing the | SCAN ] key or ft & keys 


but this manual intervention can be an annoyance. For this reason it is possible to temporarily PASS 
unwanted channels so that they are skipped when scanning. PASS does not delete the memory 
contents but simply ‘tags’ the channel to be skipped. In memory read, the PASS tag may toggled on/off 
and the tags removed in one operation using the delete pass channel facility of the DELETE menu. 
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SECTION 7-5, 7-5-1, 7-5-2 


While paused (during scan) on a busy channel which you do not 


currently wish to monitor, 7 ISHS" (Pass) to skip it. The scan 


process will immediately move on to the next memory channel of (PAS) 

the current bank in the direction (up or down) which has been H.. EC WEH 
previously used for tuning or memory read. This tagged memory EN 

channel will be skipped during subsequent scans until the tag is Beha 

removed. The legend “PAS” will have been assigned to the ggir- Fä gau 
skipped memory channel which may be reviewed in memory read 


mode. T om om 


7-5-1 Toggling memory channel PASS 


The key may also be used to tag (skip) unwanted channels when in memory read. 


MFMO P HIC 


& SET OPTION 


To cancel channel pass tag on a particular memory channel, recall it in memory read mode then 


2 ISHS" (PASS }. The LCD legend “PAS” indicates when the channel is locked out, the key 


toggles “PAS” on/off. 


7-5-2 Removing ALL memory PASS tags in one go 


It is possible to remove the memory PASS tags of ALL memory channels in all banks in one operation 
using the DELETE menu. 


7 ISHS (FUNC) TRESS > to access the DELETE menu. *JSH&3" the 4 key six times to 


display the menu option “DEL MEM PASS’. 


Note: It will take a little while for the AR8600 to look for PROTECT channels and PASS 
channels as you work through the menus. 


If at least one memory channel has been tagged PASS, the third line from the bottom of the LCD will 
display a memory location such as “PASS-CH A17” with the “A17” simply confirming that at least one 
memory channel is tagged PASS. If no memory channels have been tagged PASS, the LCD will display 
“PASS-CH ---”. 


To remove all memory PASS tags in one go 7/SHG" (PASS }, the legend “MEM PASS CH ALL OFF!!" 


will be displayed to show that removal of pass tags is in process followed by “MEM PASS CH SEARCH !!” 
as the AR8600 checks that all tags have been removed. The LCD will then display “PASS-CH ---” to 
confirm that no channels are now tagged as PASS. To exit the menu and return to the standard display 


2 ISHS" (C FAR} 
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SECTION 7-6, 7-6-1, 7-6-2, 7-7 


7-6 Deleting memory channels 


Although it is possible to over-write memory channels with new data, edit memory channels, swap, copy, 
move and to PASS (skip) them, there will be occasions when you want to delete memory channels 
completely. 


7-6-1 Deleting single memory channels 


While in memory read mode, 7 ISHS (FUNC) 2 ISHS" to delete the currently 


displayed memory channel. As a safe guard against accidental deletion you will be instructed to 
ba i 
2 ISHS" to execute the deletion, alternatively 2 ISHS" tl FAR] to abort delete. 


Once memory channels have been deleted, the data is destroyed and cannot be recalled again. 


7-6-2 Deleting whole memory banks in one go 


Should you wish to delete the entire contents of a memory bank, the DELETE menu may be used, this is 
quicker than recalling each memory in memory read mode and deleting them individually, especially if 
there are more than about five or six channels involved. 


7 ISHS (FUNC) IRES: S to access the DELETE menu. “JSH” the J key three times to 


display the menu item “DELETE MEM-BANK B00”. The LCD will display a memory bank location such 
as “MEM-BANK B00” with the “B00” being the last memory bank used. Use the = > ft & keys to select 
the desired memory bank for deletion, alternatively type in the required bank letter via the keypad (the 
CASE SHIFT key will be required to access the lower case memory banks). If there are no 


channels which contain data in the selected memory bank, the LCD legend “B --“ will be displayed with 
“B” being the current bank and “--“ indicating that no channels are available for recall or scan (as they 
are empty). 


To delete all memory channels from the displayed bank 2 ISHE (Pass), After a few seconds the 
LCD will display “DELETE MEM-BANK B--“ indicating that the selected bank no longer contains memory 


data. To exit the menu and return to the standard display 2 ISHS" Cl FAR) 


7-7 Scan bank link (scan group) 


It is possible to custom define scan parameters for a single bank or group of memory banks. 


Use the key sequence 2 ISHS" 2 ISHS to 


access the “SCAN GROUP” menu. Bank “SCAN GROUP 0” 
contains a default listing and cannot be overwritten (so displays 
“LINK OFF” on the bottom line of the LCD), banks 1 to 9 are 

available for custom programming. SCA -GEOUP 


Use the main dial or @ > keys to select the SCAN GROUP rt a ; ae i E 
number, for SCAN-GROUP numbers 1 to 9 the legend zj 
“BANK LINK” will be displayed on the bottom line of the LCD 
indicating that programming is possible. 
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SECTION 7-7, 7-8 


m 
2 ISHS" J to move to the memory bank letters, then 


reverse highlight the letters you wish to link together 
as a group of memory channels to scan using the 


eo f 4 keys, 7 ISHS" to mark desired 


memory banks, both upper and lower case letters 
may be highlighted in the same group. The selected 
banks (which will form a large scan group) will be 
displayed in REVERSE contrast on the LCD. 


SCAN graup number 


It is also possible to use the keypad to quickly select the required banks for inclusion as a group, this 


saves having to use to toggle selection, The CASE SHIFT key is used to toggle 


between the upper and lower case memory bank listings. 


2 ISHS" to accept the data input. 2 ISHS" (one or twice) to start scanning if the 


AR8600 is not already in scan mode. The memory banks grouped together in the SCAN GROUP will 
form a large group during scan. The SCAN GROUP number (and associated data) will be used to define 
current scan parameters. 


For example: |f you group banks “B, E, F, a, h” as SCAN GROUP number “1”, then when any one of 
these banks is scanned, all other banks in the group will be scanned in sequence over and over... 
B>E>F>a>h>B>E>F>a>hetc (providing each of the banks contains stored memory 
channels). 


It is possible to scan ANY memory bank, even if it is not contained in the current SCAN GROUP list by 
manually selecting the bank using the < > keys or keypad while in scan mode. 


You can individually configure each of the nine SCAN GROUPS 
1 to 9 with a different collection of banks. SCAN GROUP 0 
cannot be changed as it contains the default of LINK OFF so 
that you can quickly disable bank link when individual memory 
scan is required. SCAN GROUP 0 also contains default 
settings for DELAY, LEVEL, VOICE, FREE and MODE ji E LAY 
parameters. 

LEVEL 
To change the active SCAN GROUP, access the SCAN GROUP WOICE 


menu using the key sequence 2 ISHS" 2 ISHS" 
(SCAN), select the desired SCAN GROUP (0 to 9) using the main dial or & = keys then 
2 ISHS" to accept the change and exit the menu. 


7-8 Additional scan facilities VSO FRE LSO 
(Scan group environment - DELAY, LEVEL, VOICE, FREE, MODE) 

It is possible to further customise the scan parameters for SCAH 

each of the nine SCAN GROUPS (group 0 cannot be altered Biz 


as it contains the default information). 


i44n HANEAHC 
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SECTION 7-8, 7-8-1, 7-5-2 


Use the key sequence 2 ISHS" 2 ISHS" to access the “SCAN-GROUP” menu. 


7 ISHS" i 
Use the © > keys to select the SCAN-GROUP number between 1 and 9. 7u ț three times to 


move down beyond the bank link facility and onto the additional scan environment facilities: delay, level, 
voice, free, mode scan. 


1. DELAY OFF / 0.1 - 9.9 seconds (default 2.0s) 

2. LEVEL OFF / 1 - 255 (default OFF) 

3. VOICE OFF / 1 - 255 (default OFF) 

4. FREE OFF / 1 - 60 seconds (default OFF) 

5. MODE ALL, WFM, NFM, SFM, WAM, AM, NAM, USB, LSB, CW 


7-8-1 Scan DELAY 


The scan DELAY parameter affects the time the AR8600 will remain on an active frequency in scan 
mode once the received signal has disappeared and the squelch has closed. This is particularly useful 
for customising how long the receiver will wait for a reply before resuming scan. For example, when 
communications are passed back and forth between a control tower / aircraft which may take a few 
seconds. The limits are OFF and 0.1 to 9.9 seconds in 0.1s increments (default 2.0 seconds). 


Scan DELAY is configured via the SCAN-GROUP menu. Use the key sequence 2 ISHS" FUNC. 
2 ISHS" SCAN ] to access the “SCAN-GROUP” menu. Use the © > keys to select the SCAN- 


GROUP number between 1 and 9. 2 ISHS 4) three times to display the scan environment parameters 
starting with the DELAY. 


2 ISHS" to toggle the status between 2.0s and OFF, 


the default is 2.0s. Use the main dial to increment delay time in 
0.1s or the = > keys to increment in 1.0s. 


2.0s The AR8600 will wait the specified time after the PELA’ 
squelch closes before scan. LEVEL 
OFF The AR8600 will resume scan instantaneously w 
when the squelch closes. WOITEE 


2 ISHS" to accept the changes and return to the display prior to accessing the SCAN 


environment menu. Alternatively you may move to the next option (scan LEVEL squelch) by pressing 
the & key. 


7-8-2 Scan LEVEL 


The scan LEVEL squelch parameter causes the AR8600 to check the signal strength and to only open 
the squelch when the signal strength is above the stated level (which is programmable in 256 steps). 
The limits are OFF and 1 to 255 (default off). 

Scan LEVEL is configured via the SCAN-GROUP menu. Use the key sequence 2 ISHS" FUNC. 


ISHS to access the “SCAN-GROUP” menu. 
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SECTION 7-8-2, 7-8-3 


7 ISHS" i 
Use the € > keys to select the SCAN-GROUP number between 1 and 9. “u ț four times to 
display the scan environment parameter of LEVEL. 


SHG as a short cut to off (which is the default). Use the main dial to increment value by 
1 or use the © > keys to increment by 10. 


While adjusting level squelch, the “**” legend will be displayed to the left of the value “LEVEL * 3” 
indicating that the current value will not cause the squelch to close. Increase the value until the “>*” 
legend is just extinguished (this may typically be around a value of 5 - 60), the current transmission and 
signals below this level will be skipped. There will be no audio produced when a transmission is 
encountered below the level configured even though the “S” squelch legend is displayed. This is a 
useful alternative to regular squelch on noisy bands such as short wave. 


The approximate relationship between signal meter segments and level value is as follows: 


1 2 3 4 5 6 7 8 9 10 | 11 12 13 | 14 
8 13 | 18 24 29 | 35 | 39 44 | 50 | 55 | 58 62 71 | 77 


Note: When level squelch is in operation, the rotary squelch control is usually best 
rotated to the fully anti-clockwise position. 


2 ISHS" to accept the changes and return to the display prior to accessing the scan 
environment menu. Alternatively you may move to the next option (scan VOICE squelch) by pressing 
the & key. 


While scanning, the LCD legend “LSQ” is displayed to indicate that scan LEVEL squelch is in operation. 


7-8-3 Scan VOICE 


The scan VOICE squelch parameter causes the AR8600 to check the current frequency for valid audio 
and to only open the squelch when audio above a specified level (which is programmable in 256 steps) 
is detected. The limits are OFF and 1 to 255 (default off). 


Scan VOICE is configured via the SCAN-GROUP menu. Use the key sequence “JSH (FUNG 
2ISHGS" (SCAN } to access the “SCAN-GROUP” menu. Use the © > keys to select the SCAN- 


2ISHG™ 0 five times to di i 
GROUP number between 1 and 9. ~. ț five times to display the scan environment parameter 
of VOICE. 


2 ISHS" as a short cut to off (which is the default). Use the main dial to increment value by 
1 or use the © > keys to increment by 10. 


While adjusting voice squelch, the “»*” legend will be displayed to the left of the value “VOICE * 12” 


indicating that the current value will not cause the squelch to close. Increase the value until the “>«” 
legend is just extinguished (this may typically be around a value of 1 to 100), the current transmission 
and signals with audio below this level will be skipped. There will be no audio produced when a 
transmission is encountered with audio below the level configured even though the “S” squelch legend is 
displayed. 
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SECTION 7-8-3, 7-5-4, 7-8-5 


Note: When voice squelch is in operation, the rotary squelch control is usually best rotated 
to the fully anti-clockwise position. 


= 
ISHE to accept the changes and return to the display prior to accessing the scan 
environment menu. Alternatively you may move to the next option (scan FREE time) by pressing 
the & key. 


While scanning, the LCD legend “VSQ’ is displayed to indicate that scan VOICE squelch is in operation. 


7-8-4 Scan FREE 


The scan FREE time parameter determines how long the AR8600 will remain on an active frequency 
before resuming scan even though the frequency is still active. This is useful if you wish to gain a snap 
shot of activity without the AR8600 being tied to a busy frequency for long periods of time (such as when 
monitoring active amateur band repeaters etc). Scan FREE time saves you having to manually 
intervene to force the scan process to resume and saves the need to lockout memory channels using 
the channel PASS facility. The limits are OFF and 01 to 60 seconds (default OFF). 


Scan FREE time is configured via the SCAN-GROUP menu. Use the key sequence 2 ISHS" FUNG 
PUSHES (SCAN ) to access the “SCAN-GROUP” menu. Use the < > keys to select the 


2 ISHS" & six times to di | 
SCAN-GROUP number between 1 and 9. “u Ç six times to display the scan environment 
parameter of FREE. 


= 
7 ISHS" to toggle between OFF and 5 seconds (the default is off). Use the main dial to 
increment value by 1s or use the © = keys to increment by 5s. 


= 
2 ISHS" to accept the changes and return to the display prior to accessing the scan 
environment menu. Alternatively you may move to the next option (scan receive MODE) by pressing 
the & key. 


While scanning, the LCD legend “FRE” is displayed to indicate that scan FREE time is in operation and 
the scan process will only pause on active frequencies for the specified time. 


7-8-5 Scan (receive) MODE 


The scan receive MODE parameter enables selected receive modes to be scanned in isolation even 
though memory banks may contain many different receive modes. This saves the need to lockout 
memory channels using the channel PASS facility when only a certain receive mode is desired 
(such as AM for airband monitoring etc). 


Scan receive MODE is configured via the SCAN-GROUP menu. Use the key sequence 2 ISHS" 


2 ISHS to access the “SCAN-GROUP” menu. Use the = > keys to select the 


SHS imes to di 
SCAN-GROUP number between 1 and 9. “u ț seven times to display the scan environment 
parameter of MODE. 
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SECTION 7-8-5, 7-5-6, 7-9, 7-9-1, 7-9-2 


E 
2 ISHS" as a short cut to ALL (which is the default) which will cause all receive modes to be 


scanned in the specified scan group. Use the main dial or = > keys to select the receive mode: 
ALL, WFM, NFM, SFM, WAM, AM, NAM, USB, LSB, CW. 


2 ISHS" to accept the changes and return to the display VSO FRE LSO 


prior to accessing the scan environment menu. The & key loops 
back to the top of the SCAN-GROUP menu. 


Whil I h | h th d Sd 

ile scanning, only memory channels with the corresponding _ Pepee as 

receive mode will be scanned. The legend “SCAN NFM” or Biz 145.8008 
“SCAN AM” etc will be displayed indicating that only specific ijd HAMEAHE 
modes will be scanned, the modes are displayed in REVERSE = 

CONTRAST highlighting. If no channel contained within the bank 5 _ wee ee 


group matches the specified receive mode, the scan will be 
aborted and the display will return to 2VFO mode with an error 
beep sounding (if the beep is enabled). 


7-8-6 Write protect of memory channels & banks 


It is possible to write protect memory channels, whole memory banks, search banks and ‘globally 
protect’ memory to prevent data being accidentally over-written. Refer to section 11 of this manual 
regarding the write protect options. 


7-9 Select scan 


Select scan enables you to ‘tag’ memory channels to make a temporary list of up to 100 channels for 
scanning in a separate list called the SELECT SCAN LIST. Memory channels from any of the 20 
memory banks may be mixed together in any order and added to the select scan list. 


7-9-1 Adding select scan channels in memory read 


In memory read mode or when paused on an active channel in scan mode use the key sequence 


7 ISHS" 7 ISHS" to toggle the select scan tag on/off, the legend “SEL” confirms 


selection. Even memories marked as channel pass may be added to the select scan list, the pass 
status will be ignored by select scan. 


7-9-2 Starting / stopping select scan 


To start select scan you must first have at least two memory 


channels tagged for select scan. 7 ISHS" 7 ISHS" 


to start select scan. The legend “SEL” will be displayed Bae 

on the left hand side of the LCD to indicate that select scan is in TORY DE 
progress. The memory channels will be displayed as select scan 

progresses and each memory channel will display the legend 2 oem 
“SEL”. The direction of scan can be reversed using the main dial 

or t % keys. 


To stop select scan, "SHS" (avr Jor (SCAN } or (SRCH ) 
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SECTION 7-9-3, 7-9-4 


7-9-3 Select scan environment 


The select scan environment may be customised in respect of DELAY, LEVEL, VOICE, FREE and 
MODE. The current SCAN-GROUP selection is used by select scan. To access the scan group 


environment menu 2 ISHS" 2 ISHS" (SCAN), For further information regarding the scan 


group environment please refer to section 7-8 of this manual. 


7-9-4 Editing the contents of the select scan list 


Although it is possible to review all 1,000 memory channels using 
memory read to assess which memory channels are tagged for 
select scan, a quicker method is available via the select scan 


menu. SEL-SCH H - 
7 ISHS" TRESS > to access the “SEL-SCAN” Fas 126., ag 
menti: TOKYO DE 


One hundred select scan channels are available and numbered FISH FASS 
from 00 to 99. Use the main dial or = > keys to scroll through the 
select scan list contents. The select scan numbers are allocated in the order in which they were tagged 
in memory read mode, the memory bank/channel number, frequency and any text comment is displayed. 


Deleting singe select scan channels 


To remove the displayed channel from the select scan list 2 ISHS" (Pass) The frequency is 


removed from display (“SEL” tag is removed from the memory channel) and the position in the select 
scan list will be filled with the next highest select scan channel number. For example, if you have five 
select channels listed and delete number “03”, channel number “04” will slide down to take its place 
(any gap is filled) so that “04” will be renumbered as “03”, “05” will become “04” and so on. 


Adding new select scan channels 
It is possible to tag select scan memories in memory read mode, it is also possible to add additional 
select scan channels using the select scan menu. 


7 ISHS" TRESS > to access the select scan 


menu. 
ISH the © key to wrap around to the end of the select scan SEL-SCAH 
list, the legend “SEL-SCAN xx --- ---- te eemeennennn “ will be 


displayed where “xx” is the next available select scan channel. 
The ‘dashes’ indicate that the channel is currently unused. 


ee 
2 SHG?" 2 to display the legend “BANK/CH SEL’ inviting youto | ERAHE*CH SEL 
select a memory channel to add to the select scan list. 


Select the desired memory channel by keying a three digit location via the keypad or scroll through the 
memory banks using the € => keys and main dial to scroll through the memory channels. 


2 ISHS" to accept the displayed memory location to be added to the select scan list. 
The memory data will appear alongside the select scan number. 
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SECTION 7-9-4, 7-9-5 


= 
If you wish to add more select scan channels 2 ISHS" = once to move upward to the new end of the 


list and repeat the process. 2 ISHS" or to exit the select scan menu. 


It is possible to delete the entire select scan list in one go using the DELETE menu, this is very useful to 
enable rapid changes to the select scan list content. 


7-9-5 Deleting all select scan channels 


Although it is possible to review and delete select scan channels in memory read and by using the 
select scan menu, a quicker method is available should you wish to delete all select scan tags in one go. 
This is particularly useful when you wish to start a new select scan list (making the select scan list 
almost like a note pad). 


The DELETE menu is used to delete all select scan channels in one go. To access the delete menu 


7 ISHS” (FUNC) PRESS: (O 1S} TEHE" the & key four times to display the “DELETE SEL-CH” 


menu. If at least one select scan channel exists, a channel location will be displayed to the right of the 
legend “SEL-CH Xxx” where “Xxx” represents the channel location, if no select scan channels exist the 
legend “SEL-CH --” will be displayed. 


2 ISHS" to delete the select scan list, the “SEL-CH --“ legend confirms deletion. 


7 ISHS” (ENT ) or (C FAR) or (SRCH) or (SCAN or (2VFO to exit the delete menu, 


Note: Only the select scan ‘tags’ are deleted using this procedure, the memory channel 
contents are not erased or altered in any other way. 
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SECTION 8, 5-1, 5-1-1 


(8) Search mode 


In search mode, the AR8600 is programmed to automatically tune between two specified frequency 
limits looking for activity. Please refer to section 1-3 of this manual if you do not fully understand the 
terminology of SEARCH. 


CONCEPT GF SEARCH 


Frequency step 


a 


Upper 
i | frequency 


Lower 
frequency 


Searching thraugh steps in this direction 


Search continues from the lower frequency 
once it has reached the upper limit 


Example: In the case of 20 kHz step size 
145. 00 145. 02 145. 04 145. 06 145.08 145.10 145, 12 
20kH2 20kHz 20kHz 20kHz 20kHz 20kHz 


1 i i 1 1 
station A i Station B l Station C, Station D , Station E | Station F Station G 


eae Soe 
8-1 Search types 


The AR8600 is equipped with two types of search:- 


VFO SEARCH = search from the current frequency in VFO mode. 
Please refer to section 4-3 of this manual for further information. 


PROGRAM SEARCH = search between user programmed limits. 


8-1-1 Program search overview 


There are 40 program search banks (referred to simply as search banks) which can be programmed with 
specific parameters: 


@ LO (lower) start frequency 

@ HI (upper) stop frequency 

© Receive mode (or set to AUTO MODE) 

@ Receive tuning step (or set to AUTO MODE) 
@ Step adjust 

@ Frequency offset 

© Attenuator status 

@ Noise limiter status 

@ Text comment 

@ Write protect 

@ CTCSS tone (if the CT8200 SLOT CARD option is used) 


The program search banks are identified by upper case letters A - T and lower case letters a - t. 
To help with identification, each bank may be labelled with an alphanumeric text comment. 
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SECTION 8-1-1, 8-2, 8-2-1, 8-2-2, 8-2-3 


To assist testing in the factory, several search banks may be programmed with data (which can be easy 
deleted or overwritten). This pre-programming is useful to ease familiarisation during the early days of 
operation... so that when you push a key there is something already programmed to work! 


8-2 Starting program search 


Presuming that data is already stored into a search bank... 


MFMO P HIC = SET OFTION 


7 SHG" the (SRCH key to start the program search Search Example of SEARCH 
process. The LCD legend “SRCH” will be displayed and as 


long as the squelch is closed, the search process will start Receive 
ee mode 
from the lower frequency limit and will progress toward the 
upper frequency limit. When the program limit is reached, 
the search loops around and starts the process again. o) ‘ 
KEM na DE ae aw 
(Note: If no search banks have been rh 5. 
programmed, the search process will not operate. Search lSearch Receive 
bank “bank frequency 
number name 
8-2-1 Reversing the direction of search 
To reverse the direction of search use the main dial or t { keys, this is useful to ar, 
enable you to search back over and over an interesting point of the search process. A) (®) 


8-2-2 Forcing the search to resume 


If the AR8600 stops on an unwanted busy frequency, 2 ISHS" the | SRCH ] key 


or use the ft { keys or main dial to force the search process to resume from the 
current frequency displayed. 


8-2-3 Stopping the search 


While the search process is in progress (not stopped), 2 ISHS" SRCH ] to stop searching and transfer 
the current frequency to the single VFO for monitoring or tuning from. To exit the search process 


7 ISHS" the { SCAN ] key for memory read mode or the key for 2VFO mode (displaying the 


data on-screen before search was started). 
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SECTION 5-2-4, 5-3 


8-2-4 Copying an active frequency to the VFO or memory location 


It is convenient to transfer an active frequency from search to VFO or memory for periods of extended 
listening. 


Copy to VFO 
When the search process is stopped on an active frequency, 2 ISHS" the key to transfer the 


current receive frequency to the single VFO where it may be monitored. 


Write to memory 


When the search process is stopped on an active frequency, IRESS..> the key to write the 


current receive frequency into the first available empty memory location (or you may select a specific 
location from the 1,000 memory channels available). 


8-3 Selection of search bank 

There are 40 search banks, while searching use the = => keys to step through search banks which 
contain data, alternatively you may use the numeric keys (with assigned letters and shifts). If no data is 
programmed in the nominated search bank, the next bank containing valid data will be used. 


Recalling search banks A - J is very simple involving only one key push, for this reason it is suggested 
that these banks are used for primary search tasks. 


While searching, 2 ISHS" the numeric key corresponding to the required search bank: 


Ae 

B 

C 

D AUT. 

E HFM z8.0k FECH WAM 9.48% 

E A: 432. 9808 A 1124.48: 

a 43aMHz ham AM Rauh 
ren A A a, | 

H 

| 

J 


(Note: When bank “A” is selected via the keypad, a delay of around two seconds will be 


encountered before the key is acted upon, this is because the key also 


has a special ‘SHIFT’ command status when selecting banks K - T and k - t. 


Tip: to search “A” instantly, PUSHKE? PUSHS8> 
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Recalling banks K - T requires use of the ‘SHIFT’ Recalling banks k - t requires use of the ‘case’ 
command before the letter key, this ‘shift’ and ‘shift’ command before the letter key: 


command is the use of the { ‘| AK ] key before a 


P 
second numeric key is pushed. You must key k ( ea Ji 1 AK ) 1 
quickly or bank “A” will be selected, the timeout è 

while using the ‘shift key is around two seconds: l Aa (1 AK ) 2 
m (ea (1 AK (SCM) 
n @Aa )(1 AK (40K ) 


o PEE ‘AK J(S EO 

p 

q (eAa )C1 AK )(7G0) 
(eAa ) 


A 


on dD O VO 2 ETF 
E 


bo 
[n2] 
= 


BE 
ojo 
|= 


ta 
m 
o 
* 
> 
au 
E 
E 
x 
a 


£ 
É 


wo | CO} | m4] | > 
alae] 
E 
> 
w 
k 
Ẹ 
— 
= 


4 


Recalling banks a - j requires use of the ‘CASE’ 
command before the letter key, this ‘case’ 
command (selecting upper or lower case bank 
letters) is the use of the key before a 


second numeric key is pushed. 


M 
> CZ 
c @Aa J(3CM 
d 4Dh 


oO 
ellelle 
|| >| > 
o || % ||% 
BE 
nm 
DIO 


© 
È 
> 
w 
“I 
@ 
D 


=> 
| è 
|| > 
a || a 
to) | oo 
GEJ 


® 
> 
o 
© 
= 
+ 
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8-4 Programming a search bank 


Each of the 40 search banks may be programmed with Lu, AUT 

different frequency limits, receive modes, step size etc as ZECH TATE a 

listed in section 8-1-1 of this manual. SRCH-PRE 3H: A 
iu 

SHG" (Func. y ISHS" to access the HI 


“SRCH-PROG’ menu. Aroha 


Use the main dial or = > keys or keypad to select the 
bank you wish to program or over write. (The % key is 
used to move through the menu). AUT 


SHE 5 eee) 
LGH- 


LO Input the lower start START FREH 


frequency in MHz format Search bank "L" selected 
(don’t push enter) 


: PUSH? g 
START FRE 

Entering "LO" frequency limit, 145.1 

L 

F 


t 


~ 


oi 

i 

E 
| 


HI Input the higher end frequency in MHz format 
(don’t push enter) 


IHG g 


1453. 120 
145. 


Entering "HI" frequency limit, 145.8 
MODE SET Use the & > keys or main dial to select 


receive mode, the key is used as a short cut to “AUTO”. 
È 


SRECH-FROG ; ; ; 
SECH-FROG sn (Note: If the receive mode is set to “AUTO”, the receive mode, 
HE 45.1288 channel step, step-adjust, frequency offset will be taken from the 
=. pre-programmed auto band plan data, for this reason the 
g! E UO EMEN Fn detailing will not be required while programming so is skipped... 
H - HOGE SET the next menu will be TEXT INPUT. 


> ISHS" g 


STEP Assuming that a receive mode other than “AUTO” was selected, you will be presented 
with the “SET STEP” menu. Use the main dial or = => keys to select the required tuning step 
from the following: 0.05 kHz (50 Hz), 0.1 KHz (100 Hz), 0.2 kHz (200 Hz), 0.5 kHz (500 Hz), 
1.00 kHz, 2.00 kHz, 5.00 kHz, 6.25 kHz, 8.33 kHz, 9.00 kHz, 10.00 kHz, 12.50 kHz, 20 kHz, 
25.00 kHz, 30 kHz, 50 kHz, 100.00 kHz. Alternatively a step size may be entered in kHz format 
via the keypad in multiples of 50 Hz in the range of 50 Hz to 999.95 kHz (do not push enter). 
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Note: If a step-adjust value is already programmed into the search bank, the step-adjust 
menu will be automatically displayed when accessing the step input menu. 


STEP ADJ+ If you with to manually enter a step-adjust value for tracking unusual band plans 
2 ISHS" (PASS), the “STEP ADJs" legend will be displayed. 2 ISHS" 2 to move the cursor 


to the “ADJ+” line and enter a step-adjust value using kHz format (do not push enter). You can 
use the î key in this menu to move back to STEP size selection. 


Note: Step-adjust value will be calculated automatically by the AR8600 if a manual entry is 
not made. The CPU calculates if the selected tuning step size is divisible into the search bank 
start and end frequency limits and sets step-adjust accordingly. 


2 ISH" 4 to access the TEXT INPUT menu. 


TEXT The cursor will be positioned in the bottom left corner of the 
AUT LCD. If an unwanted text comment exists TISHE to 


SROH-FPROE delete the character 
= È H-P RUG L highlighted by the cursor 
CL GR iF and the remainder of the nT 
z S38 line to the right of the cursor 
iG T a e 
Li : i 45.1286 position. Add text if you SRPCH-FROGE L 
wish. as = 
Ch GRR WF 
LE 


2m 


ISHS" LZ to access the PROTECT menu. 


PROTECT It is possible to protect a search bank to prevent 


SRCH-PRaOG accidental over-writing of data. 2 ISHS" to toggle the 


HI 145, 120A write protect status on/off (default is off). 


2m EANHD u To accept the data input 2 ISHS" CENT} 
FROTEC ES 


L 


Alternatively ISHS” g to return to the top of the menu or 2 ISHS" to abort. The 


LCD will revert to its previous display (VFO, search or scan mode). 


To start SEARCH 2 |SH(3"(SRCH), use the @ > 


keys or keypad to select search bank. 


AU 


SRCH WFAA iagk 
The attenuator, noise limiter or AFC can be toggled ; oa ocoane 
on/off during the search process. E Sü. Ke Eel 
FMi aug TUI- 3 


comme 
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8-5 Locking out unwanted active frequencies (PASS) 


It is possible to lock out (PASS) unwanted frequencies while in program search mode, this is useful to 
eliminate unwanted permanent transmissions. It is important to understand the PASS facility before 


using the key or transmissions may be missed. 


MFMO P HIC 


& SET OFTIOn 


While stopped on an unwanted frequency 2 ISHS (Pass) the search process will resume. It will 


appear that all frequencies are still searched, however locked out frequencies will be ‘passed over’, the 
search will not stop on locked out frequencies but the squelch may momentarily open causing a short 
burst of audio before the frequency is passed... if several consecutive active frequencies are locked out, 
an audio ‘chuff... chuff... chuff...’ may be encountered. 


Locked out PASS frequencies are assigned PASS CHANNEL NUMBERS, there are a total of 50 PASS 
channels for each search bank. Frequencies + 10 kHz from the assigned pass frequency will be 
skipped, carefully consider the implications of locking out + 10 kHz when using USB, LSB and CW. 
When you attempt to exceed the limit of 50 pass channels per bank an error beep will be emitted (if 
beep is enabled). The locked out frequency will be relevant to the current search bank only... i.e. if you 
lock out 124.500 MHz in search bank “A”, this frequency will not be locked out of any other search bank 
and may be searched as usual in any other bank. 


8-5-1 Search pass menu 


It is possible to review, delete and add pass channels using the SEARCH PASS menu. 


If you are currently searching >RESS..’5 (Pass), the “SRCH PASS’ menu will be displayed along with 
current bank letter. From any other point >RESS.-’5 (Pass), the VFO-PASS menu will be displayed, 


2 ISHS" 4) to access the “SRCH PASS” menu, use the 
& > keys at display the desired search bank letter. 


If pass channels have already been tagged for the current search 
bank the legend “PASS xx’ will be displayed where “xx” 
indicates that data is present. If no pass frequencies have been 
tagged, the legend “PASS 00 ----.----” will be displayed. 


IZ “Fy Te 
thou wt 


The = > keys, main dial or keypad may be used to change 


i 
search bank. 2 ISHS" the J key to access the review section 


of the menu, the frequency pass contents of the displayed bank 
may be reviewed using the © > keys or main dial. 


To delete the displayed pass frequency key in a nul value 


(0 = zero) 7 ISHS" DIT) CENT }. The frequency pass 


channel will be deleted and the list will reshuffle. The frequency 
is once again available in search mode. 
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= 
To delete the entire contents of the current search pass list 2 ISHS" (Pass) the legend 


“PASS 00 ----.----” confirms deletion. The search pass list may also be deleted using the DELETE 
menu, refer to section 10-1 of this manual. 


Adding new pass frequencies 


Access the search pass list, If you are currently searching 


PRESS. (PASS), the “SRCH PASS” menu will be displayed 


along with current bank letter. From any other point 


FRESS: (PASS), the VFO-PASS menu will be displayed, 


2 ISHS" 4) to access the “SRCH PASS” menu, use the 
© > keys at display the desired search bank letter. 


2 ISHS" the © key to wrap around to the end of the pass 


frequency list, the legend “PASS xx ----.----” will be displayed 
where “xx” is the next available frequency pass channel. The 
‘dashes’ indicate that the channel is currently unused. 


= 
z 
5 


Key in a frequency which you wish to skip during search of the 


current bank using MHz format and ending with CENT } 


2 ISHS" the > key and repeat the process if you wish to add 
further frequencies to be skipped. To accept the data entry and 


exit the menu 2 ISHS" CENT } This facility is particularly useful if you know what frequencies are 


unwanted prior to searching, such as constant carriers etc. 


ted 


Note: You may add frequencies in the range of 100 kHz to 2040 MHz via this menu but 
only those within the current search limits will be acted upon. 


It is also possible to delete the entire frequency pass list using the DELETE menu, refer to section 10-1 
of this manual. 


8-6 Search bank link 


It is possible to custom define search parameters for a single bank or group of search banks. 


Use the key sequence 7 ISHS (FUNC) 2 ISHS" to access the “SRCH GROUP” menu. 


Bank “SRCH GROUP 0” contains a default listing and cannot be overwritten (so displays “LINK OFF” on 
the bottom line of the LCD), banks 1 to 9 are available for custom programming. 


Use the main dial or = > keys to select the SEARCH GROUP number, for SEARCH GROUP numbers 
1 to 9 the legend “BANK LINK” will be displayed on the bottom line of the LCD indicating that 
programming is possible. 


> 
ISHE 4) to move to the search bank letters A - T and a - t, use the t % keys to move between upper 
and lower case letters. 
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Next reverse highlight the letters you wish to link together as a group using the € > î 4 keys, 


2 ISHS to mark the desired search banks, both upper and lower case letters may be 


highlighted in the same group. The selected banks (which will form a large group) will be displayed in 
REVERSE contrast on the LCD. 


It is also possible to use the keypad to quickly select the required banks for inclusion as a group, this 


saves having to use to toggle selection, The CASE SHIFT key is used to toggle 


between the upper and lower case and the SHIFT key is used to access letters between 
K-Tandk -t. 


2 ISHS" to accept the data input. 


2 ISHS" SRCH J] to start searching (if the AR8600 is not already in search mode). The banks grouped 


together in the SEARCH GROUP will form a large group during search. The SEARCH GROUP number 
(and associated data) will be used to define current program search parameters. 


For example: lf you group banks “A, B, E” as SCAN GROUP number “1”, then when any one bank is 
searched, all other banks in the group will be searched in sequence over and over... A>B>E>A>B 
> E > A > B > E etc (providing each of the banks contains search program data). 


a| c D jE] F G 


Relurn to A fram E 


It is possible to search ANY bank, even if it is not contained in the current SEARCH GROUP list by 
manually selecting the bank using the < = keys or keypad while in search mode. 


You can individually configure each of the nine SEARCH GROUPS 1 to 9 with a different collection of 
banks. SEARCH GROUP 0 cannot be changed as it contains the default of LINK OFF so that you 
can quickly disable bank link when you wish to search only one bank. SEARCH GROUP 0 also contains 
default settings for DELAY, LEVEL, VOICE and FREE parameters. 


To change the active SEARCH GROUP, access the SEARCH GROUP menu using the key sequence 


7 ISHS" 7 ISHS" (SRCH), select the desired SEARCH GROUP (0 to 9) using the main dial 
or <= > keys then 2 ISHS" to accept the change and exit the menu. 


8-7 Additional search facilities 
(Search group environment - DELAY, LEVEL, VOICE, FREE, AUTO STORE, DELETE J). 


It is possible to further customise the search parameters for each of the nine SEARCH GROUPS 
(group 0 cannot be altered as it contains the default information). 


Use the key sequence 7 SHES" (FUNC) 7 SHS" (SRCH) to access the “SRCH-GROUP” menu. Use 


ISHS” G five ti 
the = > keys to select a SRCH-GROUP number between 1 and 9. 7. five times to move 


down beyond the bank link facility and onto the additional search environment facilities: delay, level, 
voice, free, auto store and delete J. 
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Example of SEARCH including AUTG MODE "AUT" 


AUTO STORE | ON/ OFF (default OFF) 


DELETE J Yes / No (using key) 


Hold ———_{HLD) ¥8qQ FRE LS — Level squelch 
Auto store AS | L—. Free search 
Voice squelch 
SCH 
E Š “HLD" and "FRE" 
will not be shown 
144NH= har at any one time 
orn E E E) 
1. | DELAY OFF / HOLD / 0.1 - 9.9 seconds (default 2.0s) 
2. | LEVEL OFF / 1 - 255 (default OFF) 
3. | VOICE OFF / 1 - 255 (default OFF) 
4. | FREE OFF / 1 - 60 seconds (default OFF) 
5. 
6. 


8-7-1 Search DELAY 


The search DELAY parameter affects the time the AR8600 will remain on an active frequency in search 
mode once the received signal has disappeared and the squelch has closed. This is particularly useful 
for customising how long the receiver will wait for a reply before resuming search. For example, when 
communications are passed back and forth between a control tower / aircraft which may take a few 
seconds. The limits are OFF / HOLD and 0.1 to 9.9 seconds in 0.1s increments (default 2.0 seconds). 


Search DELAY is configured via the SRCH-GROUP menu. Use the key sequence 2 ISHS" FUNG 
2 SHG SRCH ] to access the “SRCH-GROUP” menu. Use the © > keys to select the 


ISH" 8 five times to di | 
SRCH-GROUP number between 1 and 9. “u Ç five times to display the search environment 
parameters starting with the DELAY. 


2 ISHS" to toggle the status between 2.0s / HOLD / OFF, the default is 2.0s. Use the main 
dial to increment delay time in 0.1s or the @ => keys to increment in 1.0s. 


2.0s The AR8600 will wait the specified time after the squelch closes before 
resuming search. 

HOLD The AR8600 will stop indefinitely when an active frequency is located, this is 
very useful when you don’t want to miss that once-in-a-lifetime transmission! 

OFF The AR8600 will resume search instantaneously when the squelch closes. 


2 ISHS" to accept the changes and return to the display prior to accessing the SEARCH 


environment menu. Alternatively you may move to the next option (search LEVEL squelch) by pressing 
the & key. 
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8-7-2 Search LEVEL 


The search LEVEL squelch parameter causes the AR8600 to check the signal strength and to only open 
the squelch when the signal strength is above the stated level (which is programmable in 256 steps). 
The limits are OFF and 1 to 255 (default off). 


Search LEVEL is configured via the SRCH-GROUP menu. Use the key sequence 2 ISHS" FUNG 
2 ISHE SRCH ] to access the “SRCH-GROUP” menu. Use the © > keys to select the 


> ISHS" 8 six times to di i 
SRCH-GROUP number between 1 and 9. ~.! six times to display the search environment 
parameter of LEVEL. 


TISHE as a short cut to off (which is the default). Use the main dial to increment value 
by 1 or use the € > keys to increment by 10. 


While adjusting level squelch, the “»*” legend will be displayed to the left of the value “LEVEL * 3” 
indicating that the current value will not cause the squelch to close. Increase the value until the “**” 
legend is just extinguished (this may typically be around a value of 5 - 60), the current transmission and 
signals below this level will be skipped. There will be no audio produced when a transmission is 
encountered below the level configured even though the “S” squelch legend is displayed. This is a 
useful alternative to regular squelch on noisy bands such as short wave. 


The approximate relationship between signal meter segments and level value is as follows: 


1 Se ea Be foal) [ee ae to | ae ļ12]13]14] 
8 |13 | 18 | 24 | 29| 35 | 39 | 44] 50 | 55 | 58 | 62] 71| 77| 


Note: When level squelch is in operation, the rotary squelch control is usually best rotated 
to the fully anti-clockwise position. 


2 ISHS" to accept the changes and return to the display prior to accessing the search 


environment menu. Alternatively you may move to the next option (search VOICE squelch) by pressing 
the & key. 


While searching, the LCD legend “LSQ” is displayed to indicate that search LEVEL squelch is in 
operation. 


8-7-3 Search VOICE 


The search VOICE squelch parameter causes the AR8600 to check the current frequency for valid audio 
and to only open the squelch when audio above a specified level (which is programmable in 256 steps) 
is detected. The limits are OFF and 1 to 255 (default off). 

Search VOICE is configured via the SRCH-GROUP menu. Use the key sequence “JSH (FUNG 


2 ISHS" SRCH ] to access the “SRCH-GROUP” menu. Use the © > keys to select the 


ISHS" imes to di i 
SRCH-GROUP number between 1 and 9. “u L seven times to display the search environment 
parameter of VOICE. 
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= 
2 ISHS" as a short cut to off (which is the default). Use the main dial to increment value 
by 1 or use the € > keys to increment by 10. 


While adjusting voice squelch, the “»*” legend will be displayed to the left of the value “VOICE * 12” 


indicating that the current value will not cause the squelch to close. Increase the value until the “*” 
legend is just extinguished (this may typically be around a value of 1 to 100), the current transmission 
and signals with audio below this level will be skipped. There will be no audio produced when a 
transmission is encountered with audio below the level configured even though the “S” squelch legend 
is displayed. 


Note: When voice squelch is in operation, the rotary squelch control is usually best rotated 
to the fully anti-clockwise position. 


2 ISHS" to accept the changes and return to the display prior to accessing the search 


environment menu. Alternatively you may move to the next option (search FREE time) by pressing 
the & key. 


While searching, the LCD legend “VSQ’ is displayed to indicate that search VOICE squelch is in 
operation. 


8-7-4 Search FREE 


The search FREE time parameter determines how long the AR8600 will remain on an active frequency 
before resuming search even though the frequency is still active. This is useful if you wish to gain a 
snap shot of activity without the AR8600 being tied to a busy frequency for long periods of time 

(such as when monitoring active amateur band repeaters etc). Search FREE time saves you having 
to manually intervene to force the search process to resume and saves the need to lockout (PASS) 
busy frequencies. The limits are OFF and 01 to 60 seconds (default OFF). 


Search FREE time is configured via the SRCH-GROUP menu. Use the key sequence 2 ISHS" 


2 ISHS" to access the “SRCH-GROUP” menu. Use the © > keys to select the 


2 ISHS" eight times to di i 
SRCH-GROUP number between 1 and 9. 7u T eight times to display the search environment 
parameter of FREE. 


7 ISHS" to toggle between OFF and 5 seconds (the default is off). Use the main dial to 
increment value in by 1s or use the < > keys to increment by 5s. 


2 ISHS" to accept the changes and return to the display prior to accessing the search 
environment menu. Alternatively you may move to the next option (AUTO STORE) by pressing 
the & key. 


While searching, the LCD legend “FRE” is displayed to indicate that search FREE time is in operation 
and the search process will only pause on active frequencies for the specified time. 
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8-7-5 AUTO STORE 


Auto store causes the first 50 active frequencies located during search to be automatically written to 
memory bank “J” (channels J00 to J49). If bank “J” is full, auto store will not function. 


Note: Memory banks are dynamically configurable so that bank “J” has 50 channels at 
default buy may be configured to provide 10, 20, 30, 40, 50, 60, 70, 80, or 90 channels. 
Refer to section 5-7 of this manual regarding dynamic memory bank resizing. 
Search auto store is configured via the SRCH-GROUP menu. Use the key sequence TISH FUNG 
2 ISHS" SRCH ] to access the “SRCH-GROUP” menu. Use the & > keys to select the 


2ISHE™ 8 nine times to di i 
SRCH-GROUP number between 1 and 9. ~.! nine times to display the search environment 
parameter of AUTO STORE. 


2 ISHE to toggle between OFF and ON (the default is off). 


ISHE to accept the changes and return to the display prior to accessing the search 


environment menu. Alternatively you may move to the next option (DELETE J) by pressing the { key. 


While searching, the LCD legend “AS” is displayed to indicate that auto store is in operation. 
Frequencies closer than + 10 kHz to a frequency already stored in bank “J” will be ignored, this prevents 
the same frequency being stored over and over again. As busy frequencies are located and entered 
automatically into memory bank “J”, any associated search bank text comment will also be stored into 
memory to help identify from which search bank the frequencies originated. 


8-7-6 DELETE bank “J” 


To simplify the VFO auto store feature, it is possible to delete the contents of memory bank “J” using this 
menu... this allows you to quickly ‘dump’ the unwanted contents of the auto store memory bank “J” 
before starting a new search with the auto store feature enabled. 


‘DELETE J’ is configured via the SRCH-GROUP menu. Use the key sequence 7.I/SH@" ( FLING 
2 ISHS" SRCH ]to access the “SRCH-GROUP” menu. Use the = > keys to select the 


ISH J ten times to di i 
SRCH-GROUP number between 1 and 9. 7u Ç ten times to display the search environment 
parameter of DELETE J. 


If bank “J” contains data, the legend “J00” will be displayed, if no data is held in bank “J” the legend 


“J --” will be displayed. 2 ISHS" to delete the contents of bank “J”, this will take a few 
sections to action by the CPU. The legend “J --” will be displayed to confirm deletion. 


2 ISHS" to return to the display prior to accessing the VFO environment menu. 
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8-7-7 Deleting search banks 


A delete menu is provided so that you can delete program search data (of course you may simply 
over-write the data too) and frequency pass channels. You cannot delete search banks which have 
been write protected. 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNG. 


TISHE (9 Is } (While in SCAN or VFO mode use the key sequence 7 ISHS (FUNC) 
TRESS > and use © > to select the required search bank). 


The “HI” and “LO” frequency limits will flash on the LCD along 
with any associated text comment to aid the identification of the 
required search bank. To delete the program search data 


2 ISHS (Pass), the legend “----.----” confirms data deletion. 
2 ISHS" to exit the menu returning to the standard 


display, alternatively 2 ISHS" & to move to the “DEL PASS” 
selection point. 


When deleting program search data, the associated FREQUENCY PASS channels are not deleted 
just in case you wish to go back to the same programming at a later data, after all they will be ignored if 
a different frequency range is programmed into program search for this bank. With this in mind, you 
may leave regularly used pass frequencies relating to several frequency ranges in the bank to save 
reprogramming at a later date when different program search ranges are used (there are a total of 50 
pass frequencies per bank and are only acted when searching the current bank). 


If frequency pass channels exist for the current bank, the legend “DEL PASS xx” will be displayed 
with the “xx” number (00 to 49) indicating that data is present. If no data is present the legend 


“DEL PASS --” will be displayed. To delete the frequency pass data 2 ISHS" (Pass ), the 
legend “DEL PASS --” confirms deletion. 


2 ISHS" to exit the menu returning to the standard display. 


8-7-8 Write protect and copying search banks 


It is possible to write protect search banks to prevent accidental 
deletion of stored data, this is accomplished using the EDIT menu. 
It is also possible to copy search data from one bank to another 
using the same menu. Refer to sections 9-7 & 9-3 of this manual 
regarding the write protect and copy options. 


HI t45 


2m EÄHD, 
FROTEC ES 


87 


SECTION 9, 9-1 


(9) EDIT menu 


The EDIT menu is a powerful feature which simplifies the management of data and provides the 
following operations: 


COPY MEM-CH loads one memory channel to save to another location 

COPY MEM-BNK loads one whole memory bank to save to another location 

COPY SEARCH loads one search bank to save to another location 

MOVE MEM-CH loads one memory channel to save to another location 
leaving the original memory location blank 

SWAP MEM-CH swaps the data of two memory channels with each other 

EDIT MEM-CH enables the contents of a memory channel to be changed 
including mode, step, frequency, text comment and write 
protect 

MEM PROTECT enables you to toggle the write protect status of memory 
channels 

SRCH PROT enables you to toggle the write protect status of search 
banks 


The edit menu is called with the key sequence 2 ISHS" 2 ISHS" 


9-1 EDIT COPY memory channel 


The COPY MEMORY CHANNEL menu enables you to make an exact copy of one memory bank into 
another bank location, the original memory bank is left intact and completely unaffected. Due to 
dynamic memory bank resizing, it is possible that the highest channel number in any memory bank 
could be in the range of 09 to 89 (default is 49). 


The “COPY MEM-CH” menu is accessed using the key sequence ene) ISHS" (8 HR} 


Two data input lines are presented LOAD and SAVE. 


The cursor will be positioned on the LOAD line. “LOAD” 
represents the memory channel which you would like to make a 
copy of (this is the data you want). Use the main dial to select 
channel number and the © > keys to select bank, alternatively 
type in a three digit memory location via the keypad. 


2 ISHE? 2 to move to the SAVE line. “SAVE” is the target 


memory location where data is to be written. Use the main dial 
to select channel number and the © > keys to select bank, 
alternatively type in a three digit memory location via the keypad. 


2 ISHS" to copy the memory channel data to the target location. Both LOAD and SAVE 
displayed memory channel locations revert to LOAD location. 


The process may be repeated for other locations. 
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(Note: If the SAVE location is write protected, the legend “PROTECT” will be displayed. 
You must remove write protect from the SAVE memory location before you can copy new 
data to that location. You may remove the write protection for one or all memory channels, 
refer to sections 11-1 & 11-5 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" v to move 


to the “COPY MEM-BNK’ selection point. 


9-2 EDIT COPY memory bank 


The COPY MEMORY BANK menu enables you to make an exact copy of one memory bank into another 
location, the original memory bank is left intact and completely unaffected. 


Due to dynamic bank resizing, it is possible to write a large memory bank into a small memory bank 
location, in this case an exact copy of bank is not possible and data will be lost from the target bank. 
For example, if BANK “A” has 80 channels and the target BANK “e” has only 20 channels available, the 
last 60 channels will be lost. If banks are the same size (at default all banks are 50 channels in size) 
then no data will be lost and exact copies of memory banks will be made. 
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The “COPY MEM-BNK” menu is accessed using the key sequence 2 ISHS" FUNG 


2 ISHE (BHR } 7 ISHG>" the © key twice to move the cursor to the “COPY MEM-BNK” 


selection point. Two data input lines are presented LOAD and SAVE. 


The cursor will be positioned on the LOAD line. “LOAD” represents the memory bank which you would 
like to make a copy of (this is the data you want). Use the main dial or & > keys to select bank, 
alternatively type in the required bank via the keypad. 


TISHE T to move to the SAVE line. “SAVE” is the target bank location where data is to be written. 


Use the main dial or = > keys to select bank, alternatively type in the required bank via the keypad (the 
load and save bank locations must be different). 


2 ISHS" to copy the memory bank data to the target location, the legend “MEM BANK COPY !!” 


will be displayed, after a few seconds both LOAD and SAVE displayed memory bank locations revert to 
LOAD location. 


The process may be repeated for other locations. 
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(Note: If the SAVE bank location is write protected, the legend “PROTECT” will be displayed. 
You must remove write protect from the SAVE memory bank before you can copy new data to 
that location, individual memory channel write protect is ignored. Refer to the write protect 
section 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISH" & to move to 


the “COPY SEARCH” selection point. 


9-3 EDIT COPY search bank 


The COPY SEARCH BANK menu enables you to make an exact copy of one search bank into another 
location, the original search bank is left intact and completely unaffected. 


The “COPY SEARCH” menu is accessed using the key sequence 2 ISHS" 2 ISHS" (SHR } 


2 ISHS" the { key four times to move the cursor to the “COPY SEARCH” selection point. Two data 
input lines are presented LOAD-BNK and SAVE-BNK. 


The cursor will be positioned on the LOAD-BNK line. “LOAD” represents the search bank which you 
would like to make a copy of (this is the data you want). Use the main dial or = > keys to select bank, 
alternatively type in the required bank via the keypad. 


2 ISHS" 4) to move to the SAVE-BNK line. “SAVE” is the target bank location where data is to be 


written. Use the main dial or < > keys to select bank, alternatively type in the required bank via the 
keypad (the load and save locations must be different). 


2 ISHS" to copy the search bank data to the target location, both LOAD and SAVE displayed 
search bank locations revert to LOAD location. 


The process may be repeated for other locations. 


(Note: If the SAVE location is write protected, the legend “PROTECT” will be displayed. 
You must remove write protect from the SAVE search bank before you can copy new data to 
that location. Refer to the write protect section 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" 4 to move 


to the “MOVE MEM-CH’” selection point. 


9-4 EDIT MOVE memory channel 


The MOVE MEMORY CHANNEL menu enables you to make an exact copy of one memory bank into 
another bank location while leaving the original memory empty (data is erased). Due to dynamic 
memory bank resizing, it is possible that the highest channel number in any memory bank could be in 
the range of 09 to 89 (default is 49). 


The “MOVE MEM-CH” menu is accessed using the key sequence 2 ISHS" 2 ISHS" (SHR } 


7 ISHS" the & key six times to move the cursor to the “MOVE MEM-CH’” selection point. 
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Two data input lines are presented LOAD and SAVE. MOVE 
Memory data 
in location A" 

The cursor will be positioned on the LOAD line. “LOAD” represents the is MOVED to 


memory channel which you would like to move (this is the data you HOAD) location 6" (LOAD) 
want). Use the main dial to select channel number and the = > keys to 
select bank, alternatively type in a three digit memory location via the 


keypad. Fo 


MOVE 
2ISHGS” DJ to move to the SAVE line. “SAVE” is the target memory (SAVE) | : (SAVE). 


location where data is to be written. Use the main dial to select channel 
number and the © > keys to select bank, alternatively type in a three B A 
digit memory location via the keypad. 


Location "A" 
A is then empty 


2 ISHS" to move the memory channel data to the target location. Both LOAD and SAVE 


displayed memory channel locations revert to LOAD location. The memory channel data will have 
moved from the LOAD to SAVE locations and the original LOAD location will be empty (contents 
deleted). It is even possible to move empty memory locations! 


The process may be repeated for other locations. 


(Note: If the SAVE location is write protected, the legend “PROTECT” will be displayed. 
You must remove write protect from the SAVE memory location before you can move new 
data to that location. You may remove the write protection for all memory channels in one go, 
refer to section 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" ț to move 
to the “SWAP MEM-BNK’ selection point. 


9-5 EDIT SWAP memory channel 


The SWAP MEMORY CHANNEL menu enables you to make an exact copy of one memory bank into 
another bank location while simultaneously copying the data from the target location back to the original 
memory location.... This means in effect that both channels are load and both are save. For this reason 
the legends “CH-A” and “CH-B” are used, both having equal status. Due to dynamic memory bank 
resizing, it is possible that the highest channel number in any memory bank could be in the range of 

09 to 89 (default is 49). 


The “SWAP MEM-CH’ menu is accessed using the key sequence 2 ISHS" 2 ISHS" (BHR } 


2 ISHS" the {) key eight times to move the cursor to the “SWAP MEM-CH’” selection point. Two data 
input lines are presented CH-A and CH-B. 


SWAP 
Memory data 
The cursor will be positioned on the CH-A line. Use the main dial to T] in locaton "A" 
select channel number and the € > keys to select bank, alternatively i A pees B 
type in a three digit memory location via the keypad. location "B" 


ISHS" 4} to move to the CH-B line. Use the main dial to select | SWAP > 


channel number and the = > keys to select bank, alternatively type in a 
three digit memory location via the keypad. B A 
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7 ISHS" to swap the memory channel data between CH-A and CH-B. Both CH-A and CH-B 
display the memory channel location of CH-A. 


The process may be repeated for other locations. 


(Note: If either location is write protected, the legend “PROTECT” will be displayed. You 
must remove write protect from the memory location before you can swap new data to that 
location. You may remove the write protection for all memory channels in one go, refer to 
section 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISH" 4 to move 


to the “EDIT MEM-CH’” selection point. 


9-6 EDIT memory channel 


The EDIT MEMORY CHANNEL menu enables you to make the following changes to memory channel 
data: 


@ Receive mode 
@ Tuning step including step-adjust 
© Receive frequency AUT 


@ Text comment EDIT HEM E H 


@ Write protect 


HE tI LSE 4.45: 


The “EDIT MEM-CH” menu is accessed using the key sequence A 54 
J25 


2] 2] 2] S 
ISHS" FING) HE GARY HE eteren baean cn 


times to move the cursor to the “EDIT MEM-CH” selection point. 


A memory channel will be displayed, this will usually be the last channel accessed in memory read 
mode. If you desire a different memory channel location, use the main dial to select channel number 
and the = > keys to select bank, alternatively type in a three digit memory location via the keypad. 


If the memory channel is write protected, the legend “PROTECT” will be displayed. 
You must remove write protect from the memory location before you can edit the memory 
channel data. A short cut to the memory channel “PROTECT” menu is provided when you 


first access the edit memory channel menu. ISHS” g to move to the “EDIT MEM-CH 


PROTECT?” selection point, toggle the protect OFF using the key then 


2 ISHS" TT to return to the “EDIT MEM-CH” menu from where you started. The write 


protect menu is also available as you progress through the “EDIT MEM-CH” menu so that 
you may protect the new data as the last step of memory channel editing. 


(important note: You MUST reconfirm the required channel location even if the correct 


channel is displayed when the menu is assessed as the { key will otherwise act as a short cut 
to the “MEM PROTECT” menu. The easiest way to reconfirm memory location is to rotate the 
main dial one click then back again. 
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= 
2 ISHS" 4) to move to the “MODE SET” line. Use the main dial or © > keys to select receive mode. 


The key may be used as a short cut to “AUTO”. In auto, receive mode & tuning step will be 
read from the pre-programmed auto band plan data. 


2 ISHS" 4) to move to the “SET STEP” line. Use the main dial or © > keys to select the tuning step 


size or via the keypad in kHz format (don’t push enter). The key may be used to access the 
STEP-ADJUST menu. 


2 ISHS" Ç to move to the “FREQ SET” line. The receive 
frequency may be overwritten in MHz format using the keypad AUT 


(don’t push enter). EDIT MEWM-CH 
2 ISHS" Ç to move to the “TEXT SET” line. Use the main dial, Hes 11.34 
< => keys and keypad to select new text (remember that the {4h HARRAH 
key can be used to delete existing text from the cursor -B -FREQ SETT 


position to the end of the line to the right). 


2 ISHẸ" 4 to move to the “PROTECT” line. Use the main dial 


or © > keys or key to toggle write protect status on/off ai 
(default is off). ECIT MEM-CH 


12.3458 
ISHS" to accept the data and exit the menu returning 


to the standard display, alternatively 2 ISHS" 4% twice to move 
to the “SRCH PROT” selection point. 


9-7 EDIT Search protect 


The SEARCH PROTECT menu enables you to toggle write protect for each search bank to prevent 
accidental deletion of data. The search protect menu is the last entry of the EDIT menu. 


2 ISHS" 2 ISHS" to access the edit menu then 2 ISHS" the ) key twelve times to 


move the cursor to the “SRCH PROT” selection point. 


The cursor will be positioned on the upper line of the display. Use the main dial or = > keys to select 


the required search bank, alternatively type in the required bank via the keypad. 2 ISHS" to 


toggle the write protect status on/off (default off). The process 
may be repeated for other locations. 


2 ISHS" to exit the menu returning to the standard 


SECH PROT 
display, alternatively 7 ISHS" ț to loop to the top of the edit i 
menu displaying “COPY MEM-CH”. HI t4 a 3 
PROTEC Fe - 


SECTION 10, 10-1 


(10) DELETE menu facilities 


It is often desirable to delete many data entries in one go such as memory channels and pass 
frequencies. To assist with data management a DELETE menu is provided which offers the following:- 


DEL SRCH delete a search bank 

DEL SRCH PASS delete the search pass frequencies 

DELETE VFO PASS delete the VFO pass frequencies 

MEM-BANK delete complete memory banks 

SEL-CH delete all select scan channels 

PRO-CH delete the write protect status of memory channels 
MEM PASS delete the pass status of all memory channels 


The delete menu is accessed using the key sequence ° JSH" TRESS > (9 Is } 


10-1 DELETE search banks and search PASS frequencies 


The DELETE SEARCH menu enables complete search banks to be deleted in one simple operation. 
This makes the new entry of program search information straight forward rather than overwriting existing 
program search data (especially if step-adjust etc has been employed). 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNG 


2 ISHE (9 1S } (while in SCAN or VFO mode use the key sequence 7 ISHS (FUNC) 


ARESS.-> (Q IS J with “DEL SRCH” being the first item. Use the main dial, © > keys or keypad to 


select the desired search bank from the 40 available A - T and a - t. Search banks which are write 
protected cannot be deleted, you must remove the protection first. 


The “HI” and “LO” frequency limits will flash on the LCD along 
with any associated text comment to aid identification of bank. 


To delete the program search data 2 ISHS (Pass) the legend 


----,----” confirms data deletion. 


2 ISHS" to exit the menu returning to the standard 


display, alternatively JSH" J to move to the “DEL PASS” 
selection point. 


When deleting program search data, the associated FREQUENCY PASS channels are not deleted 
just in case you wish to go back to the same programming at a later date, after all they will be ignored 

if a different frequency range is programmed into program search for this bank. With this in mind, you 
may leave regularly used pass frequencies relating to several frequency ranges in the bank to save 
reprogramming at a later date when different program search ranges are used (there are a total of 50 
pass frequencies per bank and are only acted upon when searching the associated bank). 

If frequency pass channels exist for the current bank, the legend “DEL PASS xx” will be displayed 

with the “xx” number (00 to 49) indicating that data is present. 
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If no data is present the legend “DEL PASS --” will be displayed. To delete the frequency pass data 


2 ISHS (Pass), the legend “DEL PASS --” confirms deletion. 


LUnote: When searching, an empty search bank will cause the next search bank containing 
valid data to be recalled. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISH" v to move 


to the next item in the menu “DELETE VFO PASS’. 


10-2 DELETE VFO PASS 


It is possible to delete all VFO frequency pass channels using the DELETE menu (also possible in the 
VFO PASS menu accessed by “RFSS.-’ (Pass ), refer to section 4-3-4 of this manual). 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNG 


2 ISHE (9 1S } (while in SCAN or VFO mode use the key sequence 7 ISHS (FUNC) 
FRESS: (G 18 P- 7/SHGS* the & key twice to move the cursor to the “DELETE VFO-PASS” 


selection point. 


If VFO-PASS channels exist, the legend “VFO-PASS xx” will be displayed with the “xx” number 
(00 to 49) indicating that data is present. If no data is present the legend “VFO-PASS --” will be 


displayed. To delete VFO-PASS data 7 ISHS” (PASS }, the legend “VFO-PASS --" confirms deletion. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" the & key 


to move to the next item in the menu “DELETE MEM-BANK’”. 


10-3 DELETE memory bank 


The DELETE MEMORY BANK menu enables complete memory banks to be deleted in one simple 
operation. 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNC. 


2 ISHS" (9 1S } (while in SCAN or VFO mode use the key sequence 7 ISHS (FUNC) 
PRESS.2 (A 1S). 7/SHGS™ the L key three times to move the cursor to the “DELETE MEM-BANK” 


selection point. 


Use the main dial, = > keys or keypad to select the desired memory bank from the 20 available A - J 
and a - j. Memory banks which are write protected cannot be deleted, you must remove the protection 
first, even a single protected memory channel in the displayed memory bank will prevent deletion. You 
may remove the write protection for all memory channels in one go, refer to section 11 of this manual. 


If no memory data exists in the selected memory bank, the legend “MEM-BANK X--” will be displayed. 
If memory data does exist, the legend “MEM-BANK Xxx” will be displayed with the “xx” number 
(00 to 89) indicating that data is present. 
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To delete MEM-BANK data ° JSHG" (PASS), the legend “MEM-BANK Xxx" confirms deletion. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" the J key 


to move to the next item in the menu “DELETE SEL-CH”. 


10-4 DELETE select scan channels 


It is possible to delete all SELECT SCAN channel ‘tags’ using the DELETE menu. 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNG 


TISHE (9 1s } (while in scan or VFO mode use the key sequence 7 SHES (FUNC) 
ARESS-S (9 1S Y. >ISHCS" the & key four times to move the cursor to the ‘DELETE SEL-CH” 


selection point. 
If SELECT SCAN channels exist, the legend “SEL-CH xx” will be displayed with the “xx” number 
(00 to 99) indicating that data is present. If no select scan channels exist the legend “SEL-CH --” will be 


displayed. To delete all select scan channels 2 ISHS" (Pass), the legend “SEL-CH --” confirms 
deletion. 


If even a single select scan channel is write protected, the select scan bank cannot be deleted, you must 
remove the protection first. You may remove the write protection for all memory channels in one go, 
refer to section 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" the key to 


move to the next item in the menu “CH PROTECT”. 


10-5 DELETE memory channel protect 


It is possible to remove the write protection from all memory channels in one go using the DELETE 
menu. 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS" FUNG 


7 ISHS" (9 1S } (while in SCAN or VFO mode use the key sequence 7 ISHS” (FUNC) 
PRESS: (@ 1S P. TSHS the J key five times, the LCD will temporarily display 


“MEM PROTECT CH SEARCH !!” as the AR8600 checks to see which memory channels are write 
protected (if any). The menu selection “CH PROTECT’ will be displayed after a few seconds. 


If any memory channels are write protected, the legend “PRO-CH xx” will be displayed with the “xx” 
number (00 to 89) indicating that data is present. If no memory channels are write protected, the legend 


“PRO-CH --” will be displayed. To remove all memory channel write protection 2 ISHS" (Pass), the 


legend “PRO-CH --” confirms deletion. The memory channels are not affected other than the protect 
status being switched off. 
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2 ISHS" to exit the menu returning to the standard display, alternatively 2 ISHS" the & key 


to move to the next item in the menu “DEL MEM PASS”. 


10-6 DELETE memory channel pass 


It is possible to remove the channel pass ‘tags’ from all memory channels in one go using the DELETE 
menu. 


While in search mode, the DELETE menu is accessed using the key sequence 2 ISHS FUNG 


2 ISHS" (9 1S } (while in SCAN or VFO mode use the key sequence 7 ISHS (FUNC) 
TRESS > (9 IS J. ISHS the J key six times. 


(Note: The LCD will temporarily display “MEM PROTECT CH SEARCH !!’ after the fifth 


push (this takes a few seconds to clear) then push ¥ for the sixth time the LCD will 
temporarily display “MEM PASS CH SEARCH !!” as the AR8600 checks to see which 
memory channels have PASS tags (if any). 


The menu selection “DEL MEM PASS’ will be displayed after a few seconds. 


If any memory channels are tagged PASS, the legend “PASS-CH xx” will be displayed with the “xx” 
number (00 to 99) indicating that data is present. If no memory channels are tagged PASS, the legend 
“PASS-CH --” will be displayed. To delete all memory channel PASS tags 2 ISHS" (Pass), the 
legend “PASS-CH --” confirms deletion. 

If even a single memory channel is write protected, the PASS tags cannot be deleted, you must remove 


the protection first. You may remove the write protection for all memory channels in one go, refer to 
sections 10-5 & 11 of this manual. 


2 ISHS" to exit the menu returning to the standard display. 
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(11) Write protect 


It is possible to write protect memory channels, whole memory banks, search banks and ‘globally 
protect’ memory to prevent data being accidentally overwritten. 


11-1 Memory CHANNEL write protect 


It is possible to protect memories while writing new data, toggle the protect status of previously stored 
memory channels and to delete all memory channel protect tags in one go. 


11-2 Write protect during memory input 


While in VFO mode, select a frequency then JRESS..> to 


access the memory input menu. Key in a three digit location for SIEH aM > 
memory storage or use the = > keys to select bank and main dial ZUPFO AM z5 


=e 


ba J x 
to select channel number. 2 ISHS" 4%) to move to the text input I-A 123.: 


menu, add text as desired using the € > keys to move the M-WREITE, 
position left and right, blanks the line from the current FEQTEC TR > 
character to the right. 7/SH&}* 2 to move on to CHANNEL 


PROTECT. The key or the © > keys may be used toggle write protect status on/off 


(default is off). When protect is ON, the memory channel cannot be overwritten while entering new 
memories or when copying, swapping and moving specific memory channels. 


11-3 Channel protect status for existing memory channels 


Existing memory channel write protect status may also be toggled on/off via the EDIT menu. 


2 ISHS" 2 ISHS" to access the edit menu. 2 ISHS the {) key ten times to display 


the “EDIT MEM-CH” menu. Key in a three digit location to recall the desired memory channel or use 


indi SHS" | 
the = > keys to select bank and main dial to select channel number. “u the key four times 
(passing through MODE SET, FREQ SET, TEXT SET and on to PROTECT. The key or the 
< > keys may be used toggle write protect status on/off (default is off). 2 ISHS" to save the 


changes and exit the menu. 


PROTECT - Quick method for several channels 


If the required memory channel is recalled in memory read mode, you may move directly to the 


PROTECT menu using the following key strokes: 2 ISHS" 2 ISHS" to access the 


edit menu. “u the {) key eleven times to display the “MEM PROTECT” menu (the memory 


channel just recalled will be displayed). The key is used toggle write protect status on/off. 


It is still possible to select other memory channels by keying in a three digit location to recall the desired 
memory channel or use the € > keys to select bank and main dial to select channel number. 
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Again use the key to toggle write protect status on/off... in this manner you may quickly 
change the protect status of several memory channels. 2 ISHS" to save the changes and exit 


the menu. 


(Note: Channel write protect is ignored when copying complete memory banks or when 
copying ALL data. 


11-4 Channel protect delete 


It is possible to remove all channel protect tags in one go, this allows you to return the AR8600 to a 
known state of operation if you have mixed many facilities together and unexpected results have been 
encountered. The DELETE menu is used to delete all memory channel protect tags. 


7 ISHS" (FUNC) IRESI: S to access the DELETE menu. 7JSH&3" the & key five times to 


access the “CH PROTECT” menu used to delete all channel protect tags in one go. If protected 
channels exist the legend “PRO-CH A00” will be displayed with “A00” being an example to illustrate that 


channel protect tags have been located. 2 ISHS" to delete channel protect tags in one go, the 


legend “MEM PROTECT CH ALL OFF !! indicates that deletion of tags is in progress followed by 
“MEM PROTECT SEARCH !!” indicating that the CPU is checking that all tags have been removed. 
The legend “CH PROTECT ---“ indicates that there are no memory channels tagged as write protect. 


(Note: No memory channels are deleted, only the write protect tags are removed from all 
channels in one go. 


11-5 Memory BANK write protect 


It is also possible to write protect a whole memory bank, this prevents accidental deletion of data when 
resizing memory banks. The memory bank write protect may be toggled on/off using the SCAN 


environment menu accessed by the key sequence ~./SH&>" IRES: S (SCAN), the legend 


“M-BANK’ is displayed. 


Both upper and lower case letters are displayed as memory banks are treated as a ‘pair’. Use the 
keypad, main dial or © > keys to select the memory bank for which you wish to amend protect status. 


2 ISHS" the ț key four times to access the “BANK PROTECT” menu. Use the # % keys to toggle 
between upper and lower case banks. 2 ISHS" to toggle bank protect on/off (or use the main 
dial or = > keys). 2 ISHS" to accept the changes and exit the menu (alternatively 

2 ISHS" Cl FAR] to abort). 


(Note: Memory bank write protect is ignored when loading ALL DATA using the optional 
EM8200 slot card. 
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11-6 Search bank write protect 


It is possible to write protect individual search banks to prevent accidental deletion. The search bank 
write protect may be toggled on/off using the EDIT menu. 


2 ISHS" 2 ISHS" to access the edit menu. 


2SH" the J key twelve times to display the “SRCH PROT” 


menu. Select the desired search bank letter via the keypad, main Ep $ 
dial or © > keys. SRCH PROT 


HI t45., 
PROTEC Ee 
FISH FH 


To select the lower case bank letters, the CASE SHIFT key 


must be used. 
For example: To select search bank “h” (presuming it has been 


previously programmed) ISHE ISHE (BHR } 


To select bank “K - T” the SHIFT key must be used. 
For example: To select bank “N” (presuming it has been previously programmed) TISHE 


quickly followed by 2 ISHS" (40K }, you only have 2 seconds to PUSH a key following the use of the 
SHIFT key or bank “A” will be used. 


To select lower case banks “k - t” both the CASE SHIFT and SHIFT keys must be used. 


For example: To select bank “m” use the key sequence 2 ISHS" 2 ISHS" 


2 ISHS" 3CM ). Remember, you only have 2 seconds to PUSH a key following the use of the 
SHIFT key or bank “a” will be used in this example. 


2 ISHS" to save the changes and exit the menu. 


(Note: Search bank write protect is ignored when loading ALL DATA using the optional 
EM8200 slot card. 


key is used to toggle search bank write protect status on/off (default is off). 


11-7 Global write protect 


For the ultimate in write protection a GLOBAL facility is available. This will ensure that casual users of 
the AR8600 will not be able to enter, delete or edit any current data within the AR8600, even the optional 
EM8200 will not be able to load data into the radio. 


The main CONFIGURATION (CONFIG) menu is used to toggle the global write protect status on/off. 


To access the CONFIG menu 7 ISHS (FUNC) 2 ISHS" (Faa) ISHE the Ẹ key nine times to 


display “WRITE PROT” with the cursor flashing to the left hand side of this legend. 7/SHG" or 
use the main dial or < > keys to toggle global write protection on/off (default is off). 2 ISHS" 


to accept the changes and exit the menu. 


100 


SECTION 12, 12-1 


(12) TEXT search and input 


It is possible to add text comments (using a maximum of 12 characters) to:- 

1. individual memory channels 

2. memory banks 

3. search banks 
This aids later identification of stored data. It is also possible to TEXT SEARCH the AR8600 to 
automatically hunt for matching text, a minimum of 2 characters are required for TEXT SEARCH, in 


practical terms a minimum of 3 characters are recommended and the more characters used, the faster 
the resultant search. 


12-1 Text input menus 


When in text menus, the < > keys are used to move cursor position left and right. 


The key is used to delete the current character and remaining line to the right of the cursor 


E 


The MAIN DIAL cycles through upper / lower case letters, numbers and characters. 


The numeric keys provide short cuts to several characters: 


is a short cut for BLANK 


is a short cut for number 1 


03) | hoy | — 
ERE 


is a short cut for upper case A 


4 DK is a short cut for upper case Z 
SEG is a short cut for lower case a 
Ê FP is a short cut for lower case z 


is a short cut for Japanese character set 


boj |= 
I||& 
|| 


is a short cut for Japanese character set 


w 
it) 


is a short cut for various characters & symbols 


ISHS" ENT ]to accept the input and return to the standard display. 


Short cut text input 


It is also possible to add text by ‘short cut’ in a similar way to personal pagers. If you 2RES$..o the 


FUNC. ] key a ‘FLASHING CURSOR will be displayed. It is strongly suggested that you refer to 
sections 13-2 and 13-3 of this manual regarding alternative short cut forms of text input. 
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SECTION 12-2 


12-2 Text search 


For fastest text search and greatest reliability, place the AR8600 into memory read, scan or search 
mode (it takes a long time while in VFO mode and may fail under certain circumstances). Text search 
may take up to 30 seconds to complete. 


2 ISHS 2 ISHS" to access the text search menu “TEXT SET”. Use to 
clear the existing entry then input the text to search for, 2 ISHS" to search. The display will 


show “TEXT xxx SEARCH !!” to show that a search is in progress with “xxx” representing the text being 
searched for. 


The first located matching text will be displayed with the memory channel recalled and displayed or 
search bank recalled & displayed. The process may be repeated to find additional matching text. 
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SECTION 13, 13-1 


(13) SHORT CUT keys 


There are various short cut key combinations available for use with the ‘FLASHING FUNCTION. 
When the “FUNC” legend is flashing, two keys are held simultaneously to provide a short cut to 
specific functions which would otherwise require greater key presses or use of a menu. 


13-1 Short cut menu access 


TRESS > to activate the flashing 


function legend “FUNC” then refer to the table 
which is valid only WHILE THE “FUNC” LEGEND 
IS FLASHING:- 


Search short cuts 


JRESS > for flashing “FUNC” cursor then: 


SRCH J+ SRCH-GROUP menu 


E 


SRCH J+ SRCH-GROUP DELAY 


bo 
as) 
= 


SRCH J+ SRCH-GROUP LEVEL 
SRCH J+ 
SRCH J+ 


SRCH J+ 


SRCH-GROUP VOICE 


mo | 
oO! = 


SRCH-GROUP FREE 
SEARCH AUTO STORE 


gangs 


< 
— 
oO 
7) 
> 
co} 
= 
o 
< 
= 
(z 


u 
=o 
ma 
ow 
ao 


j 3 FUNC. ] for flashing “FUNC” cursor then: 
VFO-MODE DELAY 
VFO-MODE LEVEL 


2 

$ 

3 

- 
ta) (ro) [= 
2 ||P) % 


VFO-MODE VOICE 


2 4Dk VFO-MODE FREE 
2VFO J+ VFO-MODE QUICK MEMORY 


Scan, search, edit, delete short cuts 


TRESS > for flashing “FUNC” cursor then: 

(SHR )+(1 AK) COPY MEN-BNK 
BHR )+(2 BL COPY SEARCH 
SHR )+(3CM MOVE MEM-CH 

(SHR J+(40K) SWAP MEM-CH 

(BHR) (SEO) EDIT MEM-CH 

(BHR }-(6FP} MEM PROTECT 
SHR )+(7GQ) SRCH PROT 


SCAN short cuts 


IRES: S for flashing “FUNC” cursor then: 


SCAN J+ (14K) SCAN-GROUP menu 

SCAN J+ (2BL) SCAN-GROUP DELAY 
SCAN +f 3 CM SCAN -GROUP LEVEL 
SCAN J+{4 DK SCAN -GROUP VOICE 
SCAN )+f5 EO SCAN -GROUP FREE 


SCAN J+ SCAN-GROUP MODE SCAN 


SCAN J+ MEMORY BANK TEXT 


oo | = | o> 
I||&j n 
||| d 


SCAN J+ M-BANK resizing menu 


BANK PROTECT 


PEEEBEEEE 


SCAM J+ 


w 
a 


Configuration menu short cuts 


IRES: S (FLING) for flashing “FUNC” cursor then 
+7 AK) LAMP 
+{2 BL} LCD CONTRAST 
+(3 CM]  POWER-SAVE 
+(40K AUTO PWR-OFF 
7GQ J {SEO REMOTE BPS 
TGA )+(6 FP FREQ DISP 
+ C1 AK) WRITE PROTECT (global) 
6 FP )+(2 BL OPENING MESSAGE 
Delete short cuts 
IRESI: S (FUNC) for flashing “FUNC” cursor then 


DELETE VFO-PASS 


DELETE MEM-BANK 


DELETE SEL-CH 
CH PROTECT 
DEL MEM PASS 


tO | t | GO] | GO 
Dl|al|| alla 
+ 
| Oo) | hol] — 
Oyo 
FSB e 


wo 
na 
+ 

ta 
m 
D 
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SECTION 13-2 


13-2 Short cut text entry 


Entering text into memory channels, memory banks and search banks can be quite long winded. 

To speed up the process, while the “FUNC” legend is flashing two keys may be pushed in sequence 
to provide a short cut a variety of alphabet letters (upper case), numbers and symbols. This method of 
text entry is consistent with that used by PERSONAL PAGERS. 


While in a text input menu, ARESS.- ( FUNC) to display the for flashing “FUNC” then refer to the 
following table. Look for the required character in the table then PUSH the key shown to the 
horizontal-left followed by the vertical key shown above the required character (do not push both 

keys together). The first key push will produce a character on the screen which will be replaced with the 
required character when the second key is pushed, the cursor with then move one place to the right. 


2. PUSH this key secand 


FF) 
A 
F 
K 
F 
u 
zZ 
¥ 
* 


1 
6| 


Example: To select the letter “H” IRESI: S FUNC. J until the flashing “FUNC” is displayed. 


2 ISHE (2 BL} the number “2” will be displayed, 2 ISHE (BHR } the desired “H” character will be 


displayed and the cursor will move one position to the right. The flashing “FUNC” legend will continue to 


flash, if it is not required further JSH" (FUNG J for it to be removed from the LCD. 
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